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LIST OF MEMBERS 



HONORARY MEMBERS 

DATE OP 
ADMISSION 

Caulfield, John July 14, 1887 

Mgr. Bismarck Water Supply Co., Bismarck, N. D. 

Holman, M. L. Mch. 29, 1881 

721 Olive St., St. Louis, Mo. 

Nakajima, Y. July 14, 1887 

Imperial University, Tokyo, Japan. 

ACTIVE MEMBERS 
Abbott, C. E. June 5, 1916 

Mgr. Water Works, Tuscaloosa, Ala. 

Abbott, G. H. May 17, 1912 

Treas. & Supt. Southbridge Water Supply Co., 
Southbridge, Mass. 

Abbott, Herman E., C.E. June 14, 1920 

158 Ellison S., Paterson, N. J. 

Ackebman, J. Walter Feb. 2, 1910 

Supt. Water Board, Watertown, N. Y. 

Adams, Alton D. Sept. 30, 1912 

6 Walnut St., Framingham, Mass. 

Adams, Edward S. Nov. 12, 1919 

Dist. Mgr. Dravo-Doyle Co., 927 Citizens Bldg., 
Cleveland, O. 

Adams, F. P. Apr. 16, 1919 

City Eng., Chatam, Ont. 

Adams, Henry Apr. 27, 1914 

Cons. Engr., 1263-69 Calvert Bldg., Baltimore, Md. 

Aertns, Albert Nelson, C. E. Jan. 18, 1915 

716 Greenwood Ave., Brooklyn, N. Y. 

Adrich, A. C. Apr. 24, 1916 

Supt. of Sts., Rm. 3, City Hall, Beardstown, 111. 

Alexander, Monqombry Apr. 27, 1914 

Chem. & Bact., 819 Jackson St., Wilmington, 
Del. 
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Alexander, R. C. 

Mgr. Water Co., Centervile la. 

Alleman, De. Gellert 

Prof, of Chemistry, Swarthmore, Pa. 

Allen, Hugh L. 

Supt. Water & Light Com., Wilson, N. C. 

Allen, Louis P. 

Supt. Water Works, Johnson City, N. Y. 

Allen, William John 

Ch. Engr. &Bact., 329 Cory Ave., Waukegan, 111. 

Allin, T. D., C.E. 

303 Kendall Bldg., Pasadena, Cal. 

Allison, James E. 

300 Security Bldg., St. Louis, Mo. 

Alpers, Frank H. 

Supt. Water Co., Cimarron, N. M. 

Altord, John W. 

Cons. Engr., 1417-18 Hartford Bldg., Chicago, 111. 

Ames, Clarence F. 

Supt. Water Works, Norwich, N. Y. 

Amiss, Thomas L. 

Supt. Water and Sewerage, Shreveport, La. 

Amos, John F. 

Ch. Engr. R. & L. O. Water Co., Charlotte Stn., 
Rochester, N. Y. 

Amsbary, F. C. 

Mgr. Water Co., Champaign, 111. 

Anders, Frank LaFatette 

1205— 6th St., South Fargo, N. D. 

Anderson, J. F. 

417 N. Denver Ave., Kansas City, Mo. 

Anderson, Robert M. 

Prof. Engrg. Practice, Stevens Inst., Hoboken, N. J. 

Andrews, George C. 

Water Comnr., 2 Municipal Bldg., Buffalo, N. Y. 

Andrews, Lewis P. 

Mgr., Secty. & Treas. Water Co., Sedalia, Mo. 

Andrews, Robert E. 

Natl. Bd. Fire Underwriters, 76 William St., 
New York, N. Y. 
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ACTIVE MEMBERS 



Angus, Robert W. Feb. 5, 1917 

Prof, of Mech. Engrg., Univ. of Toronto, Toronto, 
Can. 

Anthony, Chas. June 29, 1909 

Genl. Mgr. Water Co., Cassilla Correo 149, Bahia 
Blanca, Argentine Republic, S. A. 

Applebaum, Samuel Bernard, C.E. Apr. 24, 1916 

San. Engr., 78 Stephenson Blvd., New Rochelle, N. Y. 

Apps, William J. June 28, 1919 

Supt. Water Works, Syracuse, N. Y. 

Archer. Elmer T. May 14, 1918 

Cons. Engr., New England Bldg., Kansas City, Mo. 

Armstrong, James W. Mch. 12, 1910 

Filtn. Engr. City Water Dept., Lake Montebello, 
Hillen Road, Baltimore, Md. 

Armstrong, Ray Apr. 24, 1014 

Supt. Water & Sewer Dept., Rome, N. Y. 

Armstrong, Roger W. Apr. 8, 1916 

488 Lexington St., Waltham, Mass. 

Atkinson, T. R. May 18, 1914 

Cons. Engr., Bismarck, N. D. 

Attersall, Charles F; June 7, 1910 

Supt. Water Works, Winchester, Ky. 

Ayreb, John H. June 29, 1909 

208 School St., Bennington, Vt. 

Ayres, Louis E., C.E., B.S., Nov. 16, 1914 

Pr. Asst. G. S. Williams Cons. Engr., Cornwell 
Building, Ann Arbor, Mich. 

Babbitt, Harold E. Jan. 4, 1915 

204 Engineering Hall, Urbana, 111. 

Babcock, G. H. June 7, 1916 

Supt. Water Works, East Rochester, N. Y. 

Bachman, Frank Feb. 4, 1915 

c/o Dorr Co., 280 Madison Ave., New York, N. Y. 

Bain, Ernest B. May 14, 1909 

Supt. City Water Dept., Raleigh, N. C. 

Bair, Maurice Z., C. E. Apr. 15, 1915 

State Board of Health, Capitol Bldg., Little Rock, Ark. 

Baker, Clarence M. Oct. 4, 1919 

State Bd. of Hlth., Madison, Wis. 

Baker, M. N. June 24, 1903 

Assoc. Editor Engineering News-Record, 10th Ave. 
at 36th St., New York, N. Y. 
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Baldwin, Fred N. May 10, 1915 

Supt. Water Works, Flint, Mich. 

Baldwin, Hbnry dbForbst Apr. 27, 1910 

Prest. Queens Co. Water Co., 49 Wall St., New 
York, N. Y. 

Baldwin, Herbert B. Mch. 27, 1919 

Chemist, Dept. of Health, 927 Broad St., Newark, N. J. 

Ball, George W. Apr. 24, 1920 

Prest. I. C. Water Co., Paul-Helen Bldg., Iowa 
City, la. 

Bancroft, Lewis M. Mch. 31, 1909 

Supt. Water Works, Reading, Mass. 

Bank, William G. Dec. 16, 1919 

Asst. Engr. Bureau of Water of Newark, Oak 
Ridge, N. J. 

Barbour, Frank A. May 21, 1906 

Cons. Hyd. & San. Engr., 1120 Tremont Bldg., 
Boston, Mass. 

Barclay, W. E. May 13, 1918 

Supt. Dept. Water and Elect., Aurora, 111. 

Babdwxll, R. C. Nov. 3, 1914 

Chemist, Mo. Pac. Ry. Co., 627 Midland Bldg., 
Kansas City, Mo. 

Barlow, J. E. May 13, 1915 

City Mgr., City Hall, Dayton, Ohio 

Barnes, T. Howard, Dec. 14, 1914 

Cons. Engr., 1608 Whitehall Bldg., New York, N. Y. 

Barnhard. P. Oct. 19, 1914 

Mgr. Mt. Carmel Pub. Util. Co., Mt. Carmel., 111. 

Babr, William M., M.D. Feb. 9, 1917 

Con. Chem., U. P. R. R. Co. & O. S. L. R. R. Co., 
Omaha, Neb. 

Barrows, H. K. May 20, 1920 

Cons. Engr., 6 Beacon St., Boston, Mass. 

Barry, James P. May 20, 1920 

Chf. Hyd. Engr. Redwood Mfrs. Co., 1600 Hobart 
Bldg., San Francisco, Cal. 

Bartlbtt, N. Emory June 7, 1909 

Natrona Water Co., 1000 Widener Bldg., Philadel- 
phia, Pa. 

Babtow, Edward June 7, 1909 

Chemistry Dept., State Univ. of Iowa, Iowa 
City, la. 
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Bascom, G. R. Sept. 2, 1914 

c/o Barber Greene Co., 11 S. La Salle St., 
Chicago, 111. 

Bass, Frederick H. Apr. 2, 1900 

429 Union St., Minneapolis, Minn. 

Bassbtt, Carrol P., C.E. Oct. 24, 1909 

Treas. Commonwealth Water & Lt. Co., Sum- 
mit, N. J. 

Bassbtt, George B., C.E. Apr. 12, 1909 

691 W. Ferry St., Buffalo, N. Y. 

Batchelder, George W. Apr. 25, 1914 

Water Comnr., 19 City Hall, Worcester, Mass. 

Baton, Warren U. C. Apr. 9, 1900 

Chief Analyst, 528 South Lang Ave., Pittsburgh, Pa. 

Batt, John B. Apr. 24, 1919 

Supt. Water Works, North Tonowanda, N. Y. 

Bauereisen, R. J., M.E. Aug. 8, 1915 

75 Anderson St., Aurora, 111. 

Baylis, John R. Oct. 2, 1915 

Prin. San. Chst. Baltimore Filtration Plant, 3402 
Harford Ave., Baltimore, Md. 

Bean, George L., C.E. Dec. 29, 1913 

1729 N. 19th St., Philadelphia, Pa. 

Beardsley, Joseph C. Apr. 15, 1909 

P. O. Box 237, Cleveland, Ohio 

Beaubien, James A. May 1, 1920 

Vice-Prest. Weber Sub. Pump Co., 50 E. 42nd St., 
New York, N. Y. 

Beck, F. E. May 20, 1915 

Chf. Engr., Consolidated Water Co., Utica, N. Y. 

Beck, H. A. June 19, 1920 

Dctr. Pub. Svce., 201 Furnace St., Elyria, O. 

Bedell, Arthur S. June 10, 1920 

Asst. Prof. Civ. Eng., Roberts College, Con- 
stantinople, Turkey 

Bedell, James May 12, 1908 

Supt. Water Works, 10 CrotonAve.,Ossining, N.Y. 

Belchek, Richard Oct. 4, 1919 

Prest. Water Co., Marysville, Cal. 

Bell, David V. May 14, 1909 

Supt. Water Co., U. P. R. R. Co., 325 N. 
Front St., Rock Springs, Wyo. 

Bemis, Edward W. May 18, 1909 

Room 1601, 139 N. Clarke St., Chicago, 111. 
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Benham, Webster L., June 9, 1919 

Cons. Engr., Johnson & Benham, 8th Floor, Firestone 
Bldg., Kansas City, Mo. 

Bennett, A. N. Jan. 31, 1917 

Asst. Prof., Military Science and Tactics, State Agr. 
College of Col., Ft. Collins, Col. 

Bennett, C. G., M.E. Apr. 7, 1920 

State Pub. Util. Comn., Springfield, 111. 

Bbnzbnbbrg, G. H. Apr. 18, 1888 

Cons. Engr. (Retired), 1018 Wells Bldg., 
Milwaukee, Wis. 

Bernhagen, Lewis O. Mch. 6, 1917 

State Bd. of Health, Austin, Tex. 

Berky, Albert Edward June 21, 1920 

Asst. San. Engr. Prv. Bd. of Hlth., 263 Dundas 
St. E., Toronto, Ont. 

Berry, Fred D. Mch. 24, 1920 

Secty. Bd. Water Comrs., Hartford, Conn. 

Besselievre, Edmund B., B.S. Oct. 7, 1919 

San Engr., 402 Worthington Ave., Spring Lake, 
N. J. 

Biittes, Charles R. June 18, 1901 

Chf. Engr. Queen Co. Water Wks., Far Rockaway, 
L. I., N. Y. ' 

Beyer, Albin H., C.E. June 17, 1916 

Assoc. Prof, in Civ. Eng., Columbia University, 
New York, N. Y. 

Bhagwat, Shanker Ramchandra, L.C.E. Apr. 10, 1919 

c/o Union Agency, Prag Mahal, Bombay No. 2, India 

Bierbatjer, George W. Oct. 7, 1919 

Prest. Brookside Water Co., 401 Mining Exc. 
Bldg., Colorado Springs, Col. 

Biggs, George W., Jr. June 2, 1916 

Chf. Engr. Amer. Water Wks. & Elect. Co., 50 
Broad St., New York, N. Y. 

Billwiller, Ernest Oswald June 10, 1920 

Cont. Hyd. Engr., 16 W. San Antonio St., San 
Jose, Cal. 

Birdsall, Lewis I. June 24, 1913 

Supt. of Filt., Minneapolis, Minn. 

Birkinbine, Carl P. June 2, 1914 

Hyd. Engr., Parkway Bldg., Philadelphia, Pa. 

Bishop, Wesley Mch. 29, 1916 

Genl. Supt., Township of Chester Water Dept., 
Moorestown, N. J. 
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ACTIVE MEMBERS 



Bishop, William May 29, 1908 

Doylestown, Bucks Co., Pa. 

Black, Ernest B., June 24, 1913 

Cons. Engr. Mutual Building, Kansas City, Mo. 

Black, Gttrdon G., Feb. 13, 1915 

3640 Washington Ave., St. Louis, Mo. 

Blackford, John J. May 7, 1920 

Supt. Water Works, 82 Maple St., Yonkers, N. Y. 

Blair, McCrea Parker Apr. 29, 1910 

1201 Pleasant Ave, Oak Bay, B. C. 

Blake, C. H. M. July 10, 1906 

717 Gaudalajara, Mex. 

Blakeman, S. R. Nov. 13, 1914 

Supt. Water & Lt. Dept., Dyersburg, Tenn. 

Blanchard, R. K., M.E. June 10, 1919 

Chf. Engr. Neptune Meter Co., 50 East 42nd St., 
New York, N. Y. 

Bleistein, Bernard J. Apr. 26, 1918 

Asst. Engr.. Dept. W. S. G. & E. of N. Y. City, 240 
Jamaica Ave., Long Island City, N. Y. 

Bliven, Charles H. May 12, 1914 

Supt. Norfolk City Water Dept., Norfolk, Va. 

Bliven, George H. May 26, 1909 

Supt. R. & L. O. Wtr. Co., 440 Powers Bldg., 
Rochester, N. Y. 

Blomqtjist, H. F. Mch. 31, 1917 

Prin. Asst. Engr., Bureau of Water, St. Paul, Minn. 

Blossom, Francis Apr. 9, 1906 

Engr., 52 William St., New York, N. Y. 

Boardman, W. H., C.E. May 18, 1909 

426 Walnut St., Philadelphia, Pa. 

Bobh, W. H. Apr. 2, 1909 

1214 Louden Ave., Cincinnati, Ohio 

Bohmann, Hbnry P. May 8, 1918 

Supt. Water Works, Milwaukee, Wis. 

Bolling, Charles E. May 14, 1909 

City Engineer, Richmond, Va. 

Booker, Warren H. July 21, 1911 

310 Trust Bldg., Charlotte, N. C. 

Booth, L. M. May 12, 1914 

Prest. Booth Chemical Co., P. O. Box 203, Elizabeth, 

N. J. 
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Booth, William Miller June 16, 1909 

Chemist, 312 First Trust & Dep. Bk. Bldg., Syra- 
cuse, N. Y. 

Boeden, Mobo M. June 5, 1912 

310 Lees Ave., Collingswood, N. J. 

Born, William P., C.E. Nov. 3, 1919 

1022 Green St., Reading, Pa. 

Boutblle, George K. May 12, 1908 

Treas. Kennebec Water Dist., Waterville, Me. 

Bowe, Thomas Francis Feb. 9, 1920 

Cons. Engr., 30 East 23d St., New York, N. Y. 

Bowers, S. Hull Oct. 10, 1919 

Supt. Water Works, Horseheads, N. Y. 

Bowker, Charles L. Mch. 31, 1909 

Supt. Brunswick & Topsham Water Dist., Bruns- 
wick, Me. 

Bowles, James T. B. Apr. 14, 1909 

c/o Wallace & Tiernan, 349 Broadway, New York, 
N. Y. 

Bowman, Abraham M. Oct. 21, 1919 

Supt. Public Utilities, Elmira, Ont. 

Boyle, Edward Charles Apr. 12, 1916 

c/o Roberts Filter Mfg. Co., Darby, Pa. 

Botnton, Perkins June 16, 1920 

Chst. in chge. New Chester Wtr. Wks., 115 W. 
Mo wry St., Chester, Pa. 

Bradbury, Edward Gatling June 16, 1919 

Civ. Hyd. & San. Engr., 301 Gugle Bldg., Columbus, O. 

Brbitzxb, Charlbs F. June 7, 1910 

San. Engr., Jersey City Water Wks., Boonton, N. J. 

Bremier, Fred Nov. 29, 1919 

Dir. Div. of Util. Bd. of R. R. Comnrs., Bis- 
marck, N. D. 

Brennan, B. C, C.E. Apr. 15, 1913 

Superintendent Water Works, Kenosha, Wis. 

Brewton, W. R. June 14, 1920 

Supt. Cons. Wtr. Co. of Subn. N. Y., 86 Beekman 
St., N. Tarrytown, N. Y. 

Brickbr, R. P. Nov. 19, 1918 

Prest. Shelby Water Co., Shelby, Ohio. 

Briqhtman, Horace I. Mch. 31, 1909 

Prest. Staten Island Water Supply Co., 115 Broad- 
way, New York, N. Y. 



30 ACTIVE MEMBERS 

Brisbin, G. W. Aug. 14, 1919 

Supt. Monroe Water Co., Monroe, Mich. 

Bromley, C. H. June 21, 1920 

Munic. Engr., Grimsby, Ont. 

Brooks, Jambs E. May 12, 1914 

Prest. James E. Brooks Co., Glen Ridge, N. J. 

Brooks, John N., B.S. Feb. 24, 1913 

Douglaston, N. Y. 

Brossmann, Charles Apr. 7, 1916 

Cons. Engr., 1503 Merchants Bk. Bldg., Indian- 
apolis, Ind. 

Brower, Irving C. Aug. 18, 1915 

Comr. of Public Works, Evanston, 111. 

Brown. C. Arthur June 27, 1905 

San. Eng., West Erie Ave., R. P. D. 2, Lorain, O. 

Brown, C. D. Oct. 16, 1916 

Mgr. Walkerville Water Co., Walkerville, Ontario, Can. 

Brown, Calvin S. Mch. 15, 1882 

The Belvedere, Toledo, Ohio 

Brown, Charles Carroll, C.E. May 12, 1906 

Valparaiso Univ., Valparaiso, Ind. 

Brown. Horace A., C.E. May 7, 1919 

City Engr. & Supt. Water Wks., Ottumwa, Iowa 

Brown, Rasselas W. Apr. 3, 1916 

Supt. & Secty. Corry Water Supply Co., Corry, Pa. 

Brown, Robert H. May 12, 1908 

San. Engr., 21 West 127th St., New York, N. Y. 

Brown, Walter I. Oct. 30, 1914 

City Hall, Bangor, Me. 

Brownell, Otto E., C.E. Mch. 8, 1920 

Div. of Sanitation, State Bd. of Hlth., Minne- 
apolis, Minn. 

Brua, E. G. May 12, 1908 

Drawer F, Bartlesville, Okla. 

Bkuce, T. E. Mch. 19, 1917 

Supt. Water Co., TupperLake,N. Y. 

Brush, William W. Feb. 18, 1911 

DeDty. Ch. Engr., Dept. W. S., G. & E., 
Municipal Bldg., New York, N. Y. 

Buck, William C. Mch. 13, 1920 

Cons. Engr., 1245 W. Minnehaha Parkway, Minne- 
apolis, Minn. 
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Buck, William H. Mch. 7, 1916 

Engr. & Supt. Constr., Riverton & Palmyra Water 
Co., Riverton, N. J. 

Budblman, George. A. Mch. 26, 1914 

Asst. Engr., Whitney Ave., Elmhurst, L. I. 

Buerger, Charles B., C.E. Mch. 18, 1914 

c/o Atlantic Refining Co., Philadelphia, Pa. 

Bulkeley, Oscar E. June 23, 1913 

Bd. Wtr. & El. Lt. Comn., Lansing, Mich. 

Bull, Charles H. Mch. 30, 1920 

Asst. Engr. Dept. W. S. G. & E., 702 Madison 
Ave., New York, N. Y. 

Bull, Irving C June 8, 1906 

Analytical & Cons. Chem., 100 Maiden Lane, New 
York, N. Y. 

Bunker, George Ctrus Feb. 23, 1911 

Balboa Heights, C. Z. 

Bunting, P. G. Feb. 7, 1916 

Mgr. City Pt. Water Co., Box 11, Petersburg, Va. 

Burdick, Charles B. July 18, 1907 

Hyd. & San. Engr., 1417 Hartford Bldg., Chicago, 
111. 

Bubgebs, Philip Apr. 27, 1911 

Cons. Engr., 141 E. Broad St., Columbus, O. 

Burke, Edmund P. June 4, 1920 

Mncpl. & San. Engr., Rm. 301-73 State St., 
Detroit, Mich. 

Bubnie, Arthur N. Mch. 22, 1916 

Supt. Biddeford & Saco Water Co., 
Biddeford, Me. 



Burnham, Harry A. June 16, 1920 

~!ngr. & Sptr. F 
Boston, Mass. 



Engr. & Sptr. F. M. F. Ins. Co., 31 Milk St., 
Ma 



Burns, Clinton S. Dec. 3, 1909 

Cons. Hyd. Engr., 402 Interstate Bldg., Kansas 
City, Mo. 

Burns, T. W. June 27, 1905 

City Engr. & Supt. Water Works, Fairbury, 111. 

Burt, John May 20, 1920 

Gnl. Mgr. Marin Mcpl. Wtr. Works, 425— 5th Ave., 
San Rafael. Cal. 
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Buswell, A.M. May 20, 1916 

Lake view Ave., Leonia, N. J. 

Buttenheim, Harold S. Meh. 13, 1913 

Ed. The American City, 154 Nassau St., New York, 
N. Y. 

Btjzby, J. S. Sept. 30, 1919 

Box 310, Burlington, N. J. 

Buzzell, Royal S., July 10, 1914 

Chf. Chmst., Filtration Plant, 726 East Court St., 
Flint, Mich. 

Caibd, James M. May 16, 1900 

Chemist & Bact., 271 River St., Troy, N. Y. 

Caldwell, James H., C.E. July 10, 1906 

55 First St., Troy, N. Y. 

Calkins. Willis N. June 11, 1902 

2745 Fremont Ave., So. Minneapolis, Minn. 

Calvo, Arturo R. April 13, 1916 

Vice Prest. Hercules Eng. Corp., 501 Fifth Ave., 
New York, N. Y. 

Cameron, Archibald Preston June 4, 1912 

c/o Worthington -Simpson., Ltd., Queens House, 
Kingsway, London, W. C 2, England 

Campbell, C. B. May 10, 1915 

Supt. Bureau of Water, Altoona, Pa. 

Campbell, George A. Apr. 9, 1913 

P. O. Box 8032, Reno, Nev. 

Cannon, Sylvester Quayle Sept. 20, 1918 

City Engr. & Supt. Water Works, 301 City & County 
Bldg., Salt Lake City, Utah 

Cappblen, F. W. Sept. 7, 1893 

City Engr., 2129 Girard Ave., Minneapolis, Minn. 

Carlin, Philip Apr. 15, 1891 

Supt. Water Works, Sioux City, Iowa 

Carlisle, Charles C. Apr. 27, 1910 

Cons. Engr., 312 First Natl. Bk. Bldg., Cheyenne, 
Wyo. 

Carmichael, I. J. June 10, 1916 

Mgr. Mun. Water Plant, Batavia, N. Y. 

Carr, J. A. May 3, 1916 

Supt. Bergen Aqueduct Co., Ridgewood, N. J. 

Carroll, Eugene June 7, 1904 

Vice-Prest. & Mgr. Water Works, Butte, Mont. 

Carstein, Lorenz W. F. Feb. 8, 1915 

Supt. Long Beach Water Co., Long Beach, N. Y. 
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Carter, C. D. July 10, 1906 

Supt. Water & Sewage Dept., Charlottesville, Va. 

Case, R. E. June 8, 1916 

Engr., 1350 Belleview Ave., Plainfield, N. J. 

Casgrain, Charles P May 20, 1920 

Mgr. Water Works, City Hall, Quebec, Canada 

Castle, George J. Nov. 25, 1915 

Supt. & Secty., Carlinville Wtr. Sup. Co., Car- 
linville, 111. 

Caston, D. L. June 7, 1916 

Supt. Water Works, Gainsville, Ga. 

Catchpole, C. T. June 5, 1911 

Asst. Genl. Mgr. The Denver Union Water Co., 
P.O. Box 629, Denver, Colo. 

Catlett, George F. June 7, 1919 

San. Eng., Bd. of Hlth., Wilmington, N. C. 

Gates, R. H. June 16, 1920 

Pwr. Engr. So. Cal. Edison Co., 1726 Magnolia 
Ave., Los Angeles, Cal. 

Cavallier, C, C.E. Aug. 31, 1916 

9-13 Rue Saint Leon, Nancy, France 

Ghadwick, Earl E. Apr. 19, 1919 

City Engr., Winona, Minn. 

Chamot, E. M. Feb. 13, 1916 

Prof. San. Chemistry, Cornell University, Ithaca, 
N. Y. 

Champe, George, C.E. Mch. 10, 1913 

610 Nasby Bldg., Toledo, Ohio 

Champion, R. B. Mch. 11, 1914 

Box 67, Chester, Pa. 

Chase, Charles P., C.E. Aug. 31, 1916 

Box 1903, Personal, Washington, D. C. 

Chase. Edward Sherman May 3, 1919 

c/o Metcalf & Eddy, 14 Beacon St., Boston, 
Mass. 

Chase, Richard D., C.E. Nov. 3, 1919 

607 Purchase St., New Bedford, Mass. 

Chenet, J. Y. May 3, 1917 

Asst. Mgr. The Orlando Water & Light Co., Or- 
lando, Fla. 

Chester, Charles E., C.E. Dec. 17, 1913 

Mgr. City Water Co., Shelbyville, 111. 

Chester, J. N., H. & M.E. Nov. 7, 1910 

Union Bk. Bldg., Pittsburgh, Pa. 
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Childs, J. A. Feb. 5, 1917 

Engr. State Bd. of Health, 1988 Summit Ave., St. 
Paul, Minn. 

Ohipley, Dudley May 7, 1917 

c/o Mrs. J. E. Maxwell, R. F. D. 1, Seale, Ala. 

Ohipman, Willis, G.E. Apr. 18, 1888 

Mail Bldg., Toronto, Ont., Canada. 

Chisham, J. M. June 11, 1902 

Supt. Water Co., Atchison, Kan. 

Chivvis, Leland Oct. 4, 1919 

Engr. in chge. Dist. Section, 312 City Hall, St. 
Louis, Mo. 

Chkistensen, C. H. Oct. 4, 1919 

Mgr. Lt. & Water Co., Missoula, Mont. 

Claplin, Charles R. Sept. 30, 1919 

Supt. Water Co., Rensselaer, N. Y. 

Olaibokne, Herbert A. May 7, 1917 

Cont. Engr., 609 West Grace St., Richmond, Va. 

Clancy, Lester J. Apr. 30, 1915 

Supt. Stge. Yd., Bd. of Water Comnrs., 729 Canton 
Ave., Detroit, Mich. 

Clark, A. E. June 10, 1919 

c/o Chemical Laboratory, Youngstown Sheet & 
Tube Co., Youngstown, O. 

Clark, Arthur T. May 16, 1919 

Supt. Water Works, Herkimer, N. Y. • 

Clark, H. W. May 29, 1895 

Pres. & Gen. Mgr. Clear Water Co., Mattoon, 111. 

Clark, Harry W. May 26, 1920 

Chf. Chmst. State Dpt. Hlth., Rm. 541, State 
House, Boston, Mass. 

Clark, Richard June 27, 1905 

Supt. Water Wks., Merritton, Ont. 

Clark, William G. July 8, 1908 

Cons. Engr., 1047 Spitzer Bldg., Toledo, Ohio 

Clark, William H. May 31, 1916 

Supt. Water Wks., Avon, N. Y. 

Clarke, C. I. Feb. 23, 1920 

Meter Dept., Water Works, 2 Elizabeth St., 
Ottawa, Canada 

Clarke, David Dexter Nov. 3, 1914 

Cons. Water Supply Engr., 532 East 18th St., North 
Portland, Ore. 
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Clayton, R. M. Apr. 15. 1891 

Cons. Engr., 65 Cresthill Ave., Atlanta, Ga. 

Clemmitt, Robert L. Apr. 27, 1910 

3625 Springdale Ave., Baltimore, Md. 

Cleverdon, Walter S. L. Apr. 3, 1916 

Assoc. Prof. San. Eng. & Supvsr. of Property, N. 
Y. Univ., University Heights, Bronx, New 
York, N. Y. 

Clifton, Chakles Elmer Mch. 12, 1910 

Chemist, 271 River St., Troy, N. Y. 

Cobb, Charles H. June 7, 1904 

Supt. Water Wks., Kankakee, 111. 

Cobleiqh, W. M. Dec. 29, 1913 

Prof, of Chemistry, Montana State College, Boze- 
man, Mont. 

Coqgeshall, R. C. P. Nov. 30, 1915 

Supt. Water Wks., New Bedford, Mass. 

Cohen, Bernard S. Dec. 16, 1919 

Chem. & Bact., Box 208, Little Falls, N. J. 

Cole, Edward S. June 12, 1902 

Prest. The Pitometer Co., 25 Elm St., New York, 
N.Y. 

Colehour, R. A. June 24, 1913 

Asst. Water Engr., 3517 Du Pont Ave., South, Min- 
neapolis, Minn. 

Collins, Edward H. May 29, 1920 

Chf. Dftsmn. Bd. Wtr. Comnrs., 232 Jefferson 
Ave., Detroit, Mich. 

Collins, M. F. June 21, 1920 

Supt. Water Works, Lawrence, Mass. 

Collins, Paul Owen June 16, 1919 

Chst. & Bet., Wallace & Tiernan Co., 1404 Oliver 
Bldg., Pittsburgh, Pa. 

Conant, E. R. May 3, 1917 

Cons. Engr., Brunswick, Ga. 

Conard, W. R. June 7, 1904 

Sav. Inst. Bldg., Burlington, N. J. 

Conklin, Harry M. Jan. 5, 1920 

. San. Engr., Clear Lake, la. 

Connolly, Frank A. Feb. 19, 1920 

Director Water Dept., 55 Remsen Ave., New 
Brunswick, N. J. 

Connor, F. J. May 16, 1900 

Supt. Water Wks., Sioux Falls, S. Dak. 
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Connor, Thomas J. June 2, 1920 

Supt. Water Works, Gilbert, Minn. 

Connors, Thomas H. June 4, 1920 

Supt. Rockford Department, Rockford, 111. 

Conway, G. R. G. June 8, 1909 

The Mexican Lt. & Power Co., 603 Dominion 
Bank Bldg., Toronto, Ont., Can. 

Cook, Alton A. Mch. 2, 1920 

Chst. in Chge. Filtn. Plant, Clarksburg, W. Va. 

Cook, John H. July 10, 1906 

Hyd. Engr. East Jersey Water Co., 158 Ellison St., 
Paterson, N. J. 

Cook, Uz June 10, 1919 

Asst. City Engr., Port Huron, Mich. 

Cooper, Samuel W. May 11, 1914 

Civ. & Hyd. Engr., Lewistown, Pa. 

Coppock, William June 24, 1913 

Board of Trustees, Council Bluffs, Iowa 

Corbin, Clement K. May 12, 1908 

Prest. Bergen Aqueduct Co., 243 Washington St., 
Jersey City, N. J. 

Corbin, H. K. Mch. 26, 1914 

Contractor, 30 Church St., New York, N. Y. 

Coret, Rat Howard June 19, 1920 

Gnl. Mgr. Coos Bay Water Co., Marshfield, Ore. 

Cobin, Magnus F. Apr. 29, 1910 

Chemist, 511 Hansberry St., Germantown, Pa. 

Cobb, Andrew S. June 27, 1905 

Inspector, 350 Thomas St., Phillipsburg, N. J. 

COSCULLUELA, JUAN ANTONIO Oct. 6, 1913 

Cons. Engr., O'Reilly y Mercaderes, Havana, Cuba 

Cosgrove, P. R. June 9, 1919 

Supt. Water Works, Gilbert, Minn. 

Cothban, Thomas W., C.E. May 6, 1912 

114 Blake St., Greenwood, S. C. 

Coui/r, F. H. Oct. 28, 1914 

Cons. Engr., 5112 Raymond Ave., St., Louis, Mo. 

Coulter, Waldo S. Nov. 17, 1916 

Cons. Engr., 114 Liberty St., New York, N. Y. 

Cousineau, Aime June 10, 1920 

City San. Engr., Health Dept., City Hall, Mon- 
treal, Canada 
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Cowan, John D. Apr. 10, 1916 

City Water Comnr., Waukon, Iowa 

Cowan, P. H. June 9, 1919 

Supt. Pub. Util., Gait, Ont. 

Cowlbs, M. Wakbbn Apr. 7, 1919 

State Dept. Public Health, Springfield, 111. 

Cox, Homer F. May 12, 1914 

Ch. Engr. Scranton Gas & Water Co., 430 Colfax 
Ave., Scranton, Pa. 

Cox, Lawrence Dec. 26, 1919 

Civ. & San. Engr., 1102 York St., Des Moines, la. 

Craig, Robert H. May 26, 1919 

San. Engr., 304 Paxtang Ave., Harrisburg, Pa. 

Cramer, W. S. May 12, 1908 

Chf. Engr., Water Wks. Co., P. O. Box 42, Lexing- 
ton, Ky. 

Crane, Arthur M. Apr. 26, 1918 

Mayor, Roselle Park, N. J. 

Crane, Jacob L., Jr. Nov. 16, 1917 

Pr. Asst. Engr., Gannett, Seelye & Fleming, 204 
Locust St., Harrisburg, Pa. 

Crawford, Homer C. June 6, 1919 

Prest. Centerville Water Co., Cooperstown, Pa. 

Crichton, Andrew B. Jan. 29, 1915 

Secty. & Treas. Portage Water C°-> Johnstown, Pa. 

Crippb, George E. June 8, 1909 

Supt. Water Works Repair Dept., 18 Eagle St., 
Rochester, N. Y. 

Croll, Emil A. Sept. 7, 1893 

Supt. Water Wks., Iron Mountain, Mich. 

Crounse, Avert F. Mch. 8, 1920 

Mgr. Sanitor Construction Co., 4323 Dupont 
Ave. So., Minneapolis, Minn. 

Crowell, Herbert C. June 10, 1920 

Supt. Water Works, 16 Court St., Haverhill, Mass. 

Crowley, Cornelius M. Oct. 18, 1918 

Water Registrar, St. Paul, Minn. 

Crozier, Rat Feb. 5, 1915 

Engr. & Supt. Peoria Water Wks., Peoria, 111. 

Cuddeback, Allan W. June 7, 1904 

Engr. & Supt. Passaic Water Co., 158 Ellison St., 
Paterson, N. J. 

Culter. Thurston C, C.E. June 26, 1910 

135 E. 95th St., New York, N. Y. 



38 ACTIVE MEMBERS 

Cummins, Thomas C, M.E. June 10, 1919 

202 East 68th St., New York, N. Y. 

Curran. H. C. May 14, 1914 

Supt. Water Works, Waterford, N. Y. 

Currie, C. H. Apr. 20, 1920 

Cons. Engr., Webster City, la. 

Cutts, Francis T. June 15, 1914 

Asst. Water Comnr., 34 East Grand Ave., St. Louis, 
Mo. 

Daggett, Fred W. Jan. 29, 1916 

Supt. Filtn. Plant, Trenton, N. J. 

Daily, Cornelius M. Apr. 4, 1918 

Engr. in Chge. Sup. & Purif. Sect. St. Louis Water 
Dept., St. Louis, Mo. 

Dallyn, F. A., C.E. Feb. 2, 1914 

Prov. San. Engr., Parliament Bldgs., Toronto, Ont. 

Daniels, Francis E. Sept. 2, 1916 

Eng. Div. State Dept. of Health, Harrisburg, Pa. 

Dappert, James W., C.E. Oct. 23, 1914 

Lock Box 141, Taylorville. 111. 

Davenport, J. J. Oct. 7, 1919 

Prest. Water Works Co., Sturgis, S. Dak. 

Davidson, George M. Mch. 11, 1915 

Chem. & Engr. of Tests, C. & N. W. Ry. Shops, 
Chicago, 111. 

Davis, Carleton E. Aug. 28, 1912 

Chief , Bureau of Water, Philadelphia, Pa. 

Davib, E. E. May 12, 1908 

Div. Supt., Bureau of Water, Richmond, Va. 

Davis, Frank J. May 15, 1916 

Supt. Ansonia Water Co., 100 Main St., Ansonia, 
Conn. 

Davisson, W. C. Sept. 4, 1911 

V.-Prest. & Treas., W. Va. Water & Electric Co., 
Charleston, W. Va. 

Daw, Lawrence May 9, 1916 

Ch. Engr. Underwriters Assn. of N. Y., 700 Gurney 
Bldg., Syracuse, N. Y. 

Day, Leonard A. Mch. 24, 1917 

Mech. Engr., 34 E. Grand Ave., St. Louis, Mo. 
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DeBbrard, W. W. June 3, 1912 

Western Ed. Engineering Record, 1570 Old Colony 
Bldg., Chicago, 111. 

Dechant, W. H., C.E. Nov. 12, 1919 

Baer Bldg., Reading, Pa. 

Decker, A. Clinton June 2, 1914 

San. Engr., P. O. Box 790, Birmingham, Ala. 

Decker, David A. June 21, 1920 

Engr. Divn. Wtr. & Swr. D. P. W., Norfolk, Va. 

Decrow, David A. Mav 26, 1920 

Mgr. Wtr. Wks. Dpt. W. P. & M. Cpn., 115 Broad- 
way, New York, N. Y. 

DeMott, C. L. Oct. 4, 1919 

City Engr., Lynchburg, Va. 

Denman, Charles Sing Dec. 10, 1915 

Genl. Mgr. Des Moines Water Co., Des Moines, 
Iowa. 

Dennett, Robert C. May 15, 1914 

Hyd. Engr., Natl. Bd. Fire Underwriters, 76 William 
St., New York, N. Y. 

Devendorf, Earl May 22, 1919 

Asst. San. Engr. St. Dept. of Health, 1239 Albany 
St., Schenectady, N. Y. 

Dbvine, William J., C.E. Aug. 18, 1907 

Supt., Ambler Spring Water Co., Ambler, Pa. 

Dickinson, Thorn, C.E. Mch. 8, 1920 

Bismarck, N. D. 

Diggs, John C. Sept. 9, 1919 

San. Engr. State Bd. of Hlth., 54 Kealing Ave., 
Indianapolis, Ind. 

Dignan, B. T. Apr. 10, 1919 

Chem. & Bact., City Water Works, Niagara Falls, N. Y. 

Dill, H. A. May 16, 1900 

Supt. Water Works, Richmond, Ind. 

Dishner, Paul J. July 27, 1920 

Supt. Big Bethel Filt. Plant, Box 319, Hampton, Va. 

Dittoe, W. H. Moh. 28, 1914 

Ch. Engr. State Dept. of Health, Columbus, Ohio 

Divbn, J. M. Apr. 16, 1884 

Secty. Amer. Water Works Assn., 153 W. 71st St., 
New York, N. Y. 

Diven, J. M., Jr., C.E. June 17, 1913 

153 W. 71st St., New York, N. Y. 
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Dixon, Frederic John Aug. 18, 1919 

Chf. Engr. Staffordshire Wtr. Wks., 264 Paradise 
St., Birmingham, England 

Dixon, G. Gale June 21, 1920 

Chf. Engr. Bur. Water Wks. Impvt., 102 E. Mill 
St., Akron, O. 

Doman, Joseph May 1, 1917 

San. Engr., Apt. 8,-20 W. 109th St., New York, N. Y. 

Donahue, James P. Apr. 16, 1884 

Colfax, Iowa 

Donaldson, Wellington Apr. 29, 1910 

Amer. Water Wks. & Elect. Co., 36 Jarvis Place, 
Lynbrook, N. Y. 

Donnellt, Richard J. April 7, 1917 

San. Engr., 515 West 156th St., New York, N. Y. 

Dorrance, Frank Young July 14, 1920 

Engr. Montreal Water Works, 341 Brock Ave. 
North, Montreal West, P. Q. 

Doten, Leonard S. Oct. 19, 1914 

Major Q. M. C. Hyd. & San. Engr., Const. Div. of 
the Army, 1714 Euclid St. N. W., Washington, D. C. 

Douglas, Rat E. May 31, 1919 

Supt. Water Works, Canandaigua, N. Y. 

Dow, Alex. Aug. 4, 1919 

Comr. Water Bd., State St. and Washington Ave., 
Detroit, Mich. 

Downes, John R. July 10, 1906 

Green Brook Park, Bound Brook, N. J. 

Drake, Chester F. Apr. 27, 1910 

Div. Supt. Pittsburgh Filtn. Plant, Aspinwall, Pa. 

Drake, William O. Apr. 30, 1917 

City Engr., Supt. Pub. Wks., City Hall, Corning, 

Drinkwater, Ernest June 9, 1920 

Cons. Engr. and Town Engr., St. Lambert, No. 
Montreal, P. Q. 

Druar, John F. Nov. 18, 1919 

Cons. Engr., 513-14 Globe Bldg., St. Paul, Minn. 

Duchastel de Montrouge, J. A. June 16, 1920 

City Engr. & Mgr., 40 Dunlop Ave., Outremount, 
Que. 

Duggan, Thomas R., Ph.D., F.I.C. Dec. 9, 1913 

Chemists Club, 52 E. 41st St., New York, N. Y. 
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DuMoulin, W. L. June 18, 1910 

Asst. Genl. Supt. & Supt. Power & Mchy., New 
Cornelia Copper Co., Ajo, Arizona 

Dunham, H. F. Apr. 16, 1884 

Civil Engineer, 32 West 40th St., New York, N. Y. 

Dunlap, Fred C. May 12, 1908 

Cons. Engr., Oak Lane, Philadelphia, Pa. 

Dunlap, John H. Apr. 7, 1917 

Assoc. Prof. Hyd. & San. Engrg., State Univ. of Iowa, 
Iowa City, Iowa 

Dunn, William Caret Nov. 12, 1919 

Chemist, Box 541, Cristobal, C. Z. 

Dunwoodt, J. H. June 5, 1913 

Supt., Water Dept., Erie, Pa. 

Dtjrland, Smith N. Jan. 29, 1914 

Cashier Queens Co. Water Co., 15 John St., Far 
Rockaway, N. Y. 

Dwtbb, Cornelius Apr. 11, 1914 

18 Chuctanunda St., Amsterdam, N. Y. 



Earl, Georgia Goodbll July 18, 1907 

len. Sup. 402 Sewer ' " T ' " " '" ' 
New Orleans, La. 



Gen. Sup. 402 Sewerage & Water Bd. Bldg., 
- Ori 



Earl, Ralph June 6, 1916 

Hyd. Engt., c/o Sewerage & Water Board, Water 
Purification Dept., New Orleans, La. 

Easterling, R. A. Mch. 20. 1914 

Supt. Elect. Lt. & Water Wks, Union, S. C. 

Eastwood, John Thompson May 29, 1909 

Prin. Asst. Engr. Sewer & Water Bd., City Hall 
Annex, New Orleans, La. 

Edwards, William R. Apr. 2, 1914 

Asst. Supt. Passaic Water Co., 156 Ellison St., 
Paterson, N. J. 

Eglof, John Henrt, C.E. Apr. 5, 1912 

484— 2nd Ave., North, Troy, N. Y. 

Ehrhart, C. L. Apr. 30, 1919 

Supt. Water Works, Box 187, Boone, la. 

Eldbedge. Gut Dec. 29, 1913 

Chem. Terrells' Laboratories, Ft. Worth, Tex. 

Eldridge, H. D. Apr. 14, 1916 

Treas. Princeton Water Wks., Princeton, N. J. 
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Elliott, G. A. May 18, 1915 

Chf . Engr. Spring Valley Water Co., 1270 Sacramento 
St., San Francisco, Cal. 

Ellis, George R. July 18, 1907 

11 South LaSalle St., Chicago, 111. 

Ellis, N. Randall June 9, 1920 

Valuation Eng. City Atty. Office, 453 City Hall, San 
Francisco, Cal. 

Ellms, Joseph W. Oct. 21, 1919 

Cons. Engr., 1263 Cook Ave., Lakewood, Cleve- 
land, Ohio 

Ellswobth, Harry July 18, 1907 

Supt. Water & Lt. Dept., Meadville, Pa. 

Elbod, Henry E. Feb. 2, 1916 

Cons. Engr., Interurban Bldg., Dallas, Tex. 

Ely, Howard M. June 8, 1909 

Supt. Water Co., Danville, 111. 

Emerson, C. A., Jr. May 12, 1908 

Ch. Engr., Pa. State Dept. of Health, 
Harrisburg, Pa. 

Emerson, Frank Nov. 12, 1919 

City Engr. & Supt. Water Dept., Peabody, Mass. 

Enoel, P. N. June 12, 1919 

Chemist, 38 South Dearborn St., Chicago, 111. 

Enger.JM. L. Mch. 11, 1915 

Prof. Mechanics & Hydraulics, Univ. of 111., Urbana, 111. 

Engh, Harrt Marius Mch. 25, 1916 

Civil & Appraisal Engr., American Appraisal Co., 
Milwaukee, Wis. 

England, R. G., C.E. Sept. 2, 1914 

Fargo Engineering Co., 304 Commonwealth Bldg., 
Jackson, Mich. 

Eno, F. H., C.E. Dec. 2, 1913 

Ohio State Univ., Columbus, Ohio 

Enslow, Linn Harbison Aug. 16, 1918 

San. Engr. State Bd. of Hlth., 110 Capital St., 
Richmond, Va. 

Etnyre, S. L. May 10, 1915 

Supt. Water Works, Council Bluffs, la. 

Etzel, George C. June 5, 1916 

Analyst, 1101— 12th Ave., Rock Island, 111. 

Everett, Chester M. May 10, 1915 

of Hazen, Whipple & Fuller, 30 E. 42d St., New 
York, N Y. 
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Evbbbttb, Willis Eugene, M.D. Dec. 29, 1913 

Cons. Techn., 3512 8. Eleventh St., Taooma, Wash. 

Evinger, M. I. Jan. 31, 1910 

Cons. Civ. & San. Eng., Davidson Bldg., 8th & Walnut 
Sts., Des Moines, Iowa 

Ewing, James Nov. 5, 1913 

Hunter Dist. Water Sup. & Sew. Bd., Newcastle, 
N. S. W., Australia 

Etmbb, Herman II. June 4, 1912 

City Engineer, Saginaw, Mich. 

Fager, E. P. Aug. 5, 1920 

Bact. & Chst., Dearborn Chem. Co., 1029 W. 
36th St., Chicago, 111. 

Fairchild, W. H. June 9, 1919 

Mgr. Pub. Util., Gait, Ont. 

Fallbb, C. May 8, 1909 

Supt. Carlisle Gas & Water Co., Carlisle, Penn. 

Farrar, H. L. Oct. 21, 1919 

Dist. Mgr. Murphysboro W. W. & E. & G. L. Co., 
Murphysboro, 111. 

Farrell, James W. D. Feb. 23, 1920 

Asst. Supt. Water Works, 2156 Smith St., Regina, 
Sask. 

Feenet, A. J. Apr. 30, 1919 

Asst. Engr. & Supt. Water Dept., Wilmington, Del. 

Feist, Martin May 13, 1919 

Supt. Mech. Eqpmnt., Dayton's Bluff Stn. B 4, 
St. Paul, Minn. 

Fellows, C. L. June 7, 1904 

Water Wks. Engr., 39 Lowther Ave., Toronto, Can. 

Fenkell, George H. June 21, 1920 

Supt. & Gnl. Mgr. Bd. Wtr. Comnrs., Cor. Jef- 
ferson & Randolph, Detroit, Mich. 

Fbrebee, James L. Sept. 2, 1914 

c/o Sew. Comn., City Hall, Milwaukee, Wis. 

Ferguson, Harry Foster Nov. 9, 1914 

Chf. Eng. State Dept. of Health, Springfield, 111. 

Ferguson, John B., C.E. Sept. 30, 1919 

Hagerstown, Md. 

Ferguson, S. F. Dec. 5, 1914 

Cons. Engr., 112 E. 19th St., New York, N. Y. 
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Field, Frederick E. June 21, 1920 

Engr. Water Bd., 135 Ballantyne Ave., Mon- 
treal, West, P. Q. 

Figini, Angel, C.E. July 11, 1919 

Riva Davia, 620, Buenos Aires, A. R. 

Filbert, William D. Apr. 27, 1910 

Womelsdorf Consol. Water Co., Womelsdorf, Pa. 

Finkle, F. C. June 24, 1912 

Cons. Hyd. Engr., 449 I. W. Hellman Bldg., Los 
Angeles, Cal. 

Finley, Charles A. Apr. 27, 1910 

Mng. Engr. Bureau of Water, Pittsburgh, Pa. 

Fischer, Charles H. June 27, 1914 

Fire Protection Engr., 2844 Hudson Blvd., Jersey 
City, N. J. 

Fischer, Walter A. July 14, 1919 

Adv. Engr. Wtr. Supt. & Fire Pctn. War Dept., 
1337 Q St. N. W., Washington, D. C. 

Fisher, E. A. June 4, 1912 

Cons. Engr., Rochester, N. Y. 

Fisher, E. P. May 14, 1915 

Supt. London Water Wks. Co., London, Ohio 

Fisher, George E. Oct. 10, 1919 

Engr. Arkwright Mut. Fire Ins. Co., 31 Milk St., 
Boston, Mass. 

Fisher, L. A. Jan. 27, 1914 

P. O. Box 198, Concord, N. C. 

Fithian, Frank S. Feb. 8, 1916 

Ch. Clerk Water Dept., City Hall, Camden, N. J. 

Flaa, Ingwald E. May 14, 1915 

Asst. Engr. Spring Valley Water Co., 375 Sutter 
St., San Francisco, Cal. 

Fim.d, Edward July 23, 1916 

c/o Pub. Serv. Comn., Jefferson City, Mo. 

Fleming, Virgil R. Apr. 14, 1915 

204 Lab. App. Mech., Urbana, 111. 

Flinn, Alfred Douglas Mch. 1, 1916 

Secty. United Eng. Soc, Room 1617 Eng. Soc. 
Bldg., New York, N. Y. 

Foersterling, Dr. Hans June 12, 1916 

The Abor Farm, Jamesburg, N. J. 
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Folwbll, A. Prescott July 10, 1916 

Ed. Public Works, 243 West 39th St., New York, 

N. Y. 

Foreman, Charles S. June 21, 1920 

Actg. Chf. Engr. Spt. Wtr. Wks., 3rd Floor, City 
Hall, Kansas City, Mo. 

Forristel, F. E. June 9, 1919 

Supt. Water Works, Eveleth, Minn. 

Foss, W. E. July 10, 1906 

Dctr. Ch. Engr. Metropolitan Water Wks., 1 Ash- 
burton Place, Boston, Mass. 

Foster, Charles June 9, 1919 

Supt. Water & Light Dept., Hibbing, Minn. 

Fowler, Arthur G. Apr. 27, 1910 
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Id. 



Supt. Water Works, R. F. D. No. 3, Cumberland, 



Fowler, Edward A. Apr. 27, 1910 

Asst. Engr. 207 Sew. & Water Bd. Bldg., New 
Orleans, La. 

Fox, Charles L. June 4, 1912 

Asst. Supt. Penna. Water Co., 712 South Ave., Wil- 
kinsburg, Pa. 

Francis, Walter J. Apr. 4, 1916 

Cons. Engr., 260 St. James St., Montreal, Can. 

Frank, Fred W. July 18, 1907 

Secty. & Mgr., Water Wks., Brantford, Ont., Can. 
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Bridgeton Water Works, Bridgeton, N. J. 
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Mgr. Clinton Lt. & Wtr. Co., Clinton, Mo. 
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Supt. Hackensack Water Co., P.O. Box 98, Wee- 
hawken, N. J. 
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Chem., Dearborn Chemical Co., 2005 McCormick 
Bldg., Chicago, 111. 
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Vice-Prest. & Engr. Arkwright Mutual Fire Ins. Co., 
31 Milk St., Boston, Mass. 
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El Paso, Tex. 
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Fuller, W. A. Oct. 14, 1914 

Cons. Engr., 1415 Chemical Bldg., St. Louis, Mo. 

Furey, John J. Apr. 17, 1919 
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Gallagher, H. A. June 8, 1909 

Mgr. Water Co., Independence, Mo. 

Gannett, Farley Nov. 29, 1919 
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Ariz. 
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of Fuller & McClintock, 305 Valentine Bldg., 
Toledo, Ohio 

Gilchrist, Charles B. May 12, 1914 

Asst. Supt. Water Wks., Newburgh, N. Y. 

Gilkison, George F. Apr. 24, 1920 

Chf. Chst. Water Dept., 3632 Flora Ave., Kansas 
City, Mo. 

Gill, Franklin J. Mch. 30, 1920 

Supt. Water Lt. & Ht., Mountain Iron, Minn. 

Gillespie, C. G. June 10, 1911 

Resident Engr., Filtn. Divn., Sacramento, Cal. 

Gilman, Charles Edward June 4, 1912 

Cons. Hyd. Engr., 851 Calmar Ave., Oakland, Cal. 

Gladding, R. D. May 29, 1920 

Gladding, Morrison & Co., Mncpl. Engrs., Box 566, 
Wilson, N. C. 

Gochnauer, Harry W. Nov. 1, 1916 

c/o Morris Knowles, Inc., Engs., Hippodrome 
Bldg., Cleveland, O. 

Goebel, L. H., C.E. Aug. 1, 1919 

c/o Wallace & Tiernan Co., 349 Broadway, New 
York, N. Y. 

Goentner, William B. June 8, 1909 

Willow Grove, Montgomery Co., Pa. 

Goldsmith, Clarence Dec. 27, 1915 

Hvd. Engr.. Natl. Bd. Fire Underwriters, 209 W. 
Jackson Blvd., Chicago, 111. 

Good, Timothy W. Feb. 17, 1920 

Supt. Water Works, Cambridge, Mass. 

Goodell, J. M., H.E. Apr. 27, 1894 

106 Loraine Ave., Upper Montclair, N. J. 

Goosen, Henry Nov. 3, 1919 

Owner Fairfield Water Works, Fairfield, Solano 
Co., Cal. 

Gordon, James P. June 21, 1920 

11 Tyndall Ave., Toronto, Ont. 

Gore, William May 30, 1916 

Cons. Engr., Confederation Life Bldg., Toronto, Ont. 
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Goudey, Ray F. Apr. 30, 1918 

San. Engr., 1147 Highcourt, Berkeley, Cal. 

Gould, J. W. DuB. Oct. 16, 1914 

165 W. 68th St., New York, N. Y. 

Graf, August V. June 15, 1914 

Ch. Chem., St. Louis Water Wks., 34 East Grand 
Ave., St. Louis, Mo. 

Graff, Charles W. Nov. 30, 1918 

Supt. Filtration, 706 W. King St., York, Pa. 

Graff, George W. Nov. 27, 1916 

Chemist, 417 W. College Ave., York, Pa. 

Graham, Lieut. George A. Dec. 11, 1919 

Asst. Ofcr. in chge. of Utilities, Camp Dix, 
Wrightstown/N.^J. 

Graham, Jambs W. June 4, 1912 

16 Casco St., Portland, Me. 

Grantham, C. M. Jan. 6, 1916 

Supt. Water Dept., Goldsboro, N. C 

Gray, Percy Nov. 30, 1917 

Mgr. Pumping Plant, Jefferson, la. 

Gray, R. F., C.E. May 26, 1919 

Lusk, Wyo. 

Gray, W. C. Sept. 30, 1919 

Councilman, 1124 Hill Ave., Sioux City, la. 

Grayson, Theodore J. Oct. 21, 1919 

Prest. N. J. Water Serv. Co., 1327 Real Est. Trust 
Bldg., Philadelphia, Pa. 

Greeley, Samuel A. July 18, 1907 

39 W. Adams St., Chicago, 111. 

Green, F. W. Dec. 22, 1915 

Supt. Filtn. & Pumping, Montclair Water Co., Little 
Falls, N. J. 



Green, Paul Evans Apr. 14, 1915 

Civil & San. Engr., 17 N. LaSalle St., Chicago, 111. 

Green, Tom L. Nov. 3, 1919 

Cons. Engr., Miami, Okla. 

Greenalch, Wallace July 18, 1917 

Comnr. Pub. Wks., Albany, N. Y. 

Gregory, John Herbert Apr. 1, 1910 

Cons. Engr. Prof. Civ. & San. Eng. The Johns Hop- 
kins Univ., Baltimore, Md. 
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Griffey, H. A. June 14, 1920 

Supt. Water Dept., City Hall, Janesville, Wis. 

Grime, Edwin M., C.E. Feb. 23, 1920 

Supt. Bridges & Bldgs. N. P. Ry., Fargo, N. D. 

Grimes, Edwin L. June 16, 1920 

Engr. J. B. McCrary Eng. Corp., Citizens & 
Southern Bnk. Bldg., Atlanta, Ga. 

Grimmer, Allan Keat June 2, 1920 

Town Engr., Temiskaming, P. Q. 

Griswold, F. M. July 18, 1907 

Ins. Engr., 56 Cedar St., New York, N. Y. 

Gruetzmacher, Clarence S. June 5, 1920 

C. E. of Design, Constr. Div. Wtr. Dpt., City 
Hall, Milwaukee, Wis. 

Gunning, Harrison, B.E. Nov. 12, 1919 

San. Engr., 658 Casilla, La Paz, Bolivia 

Gushub, Edward G. May 12, 1908 

2d Asst. Engr. Bur. of Water, 2122 N. 28th St., 
Philadelphia, Pa. 

Gwinn, Dow R. Sept. 7, 1893 

Prest. Water Co., Terre Haute, Ind. 

Habermeyer, George Conrad Apr. 14, 1915 

Civil & San. Engr., 57 Chemistry Bldg., Urbana, 111. 

Hadden, S. C. July 8, 1918 

Editor and Gen. Mgr., Municipal & County Engineering, 
538 South Clark St., Chicago, 111. 

Hale, Charles Apr. 24, 1920 

Divnl. Supt. Water Works, 5 Woodstock Ave., 
Montreal, Canada 

Halb, Frank E., Ph.D. May 12, 1908 

Dir. of Lab., Mt. Prospect Laboratory, Brooklyn, 

N. Y. 

Hale, Richard King, C.E. June 10, 1911 

545 Chestnut Hill Ave., Brookline, Mass. 

Hall, Albert S. May 16, 1900 

Supt. Kennebec Water Dist., Waterville, Me. 

Hall, H. F. June 21, 1920 

Chf. Engr. Water Works Dept., Northern Apts., 
Sarnia, Ont. 

Hall, Harry R. May 8, 1915 

Asst. Chf. Engr., Washington Suburban Sanitary 
District, Hyattsville, Md. 

Hall, J. W. June 7, 1907 

Mgr., San Joaquin Dist., Water Dept. Pacific Gas 
& Elect. Co., Stockton, Cal. 
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Hall, John A., C.E. Mch. 20, 1920 

Box 407, Devils Lake, N. D. 

Halpin, Geobge R. June 13, 1916 

515— 7th Ave., Watervliet, N. Y. 

Halpin, Thomas F. July 18, 1901 

c/o A. P. Smith Mfg. Company, East Orange, N. J. 

Hammond, Frank E. Apr. 17, 1920 

Trustee Kenebec Water District, Fairfield, Maine 

Hammond, R. B. June 9, 1919 

Supt. Water Dept., Blue Island, 111. 

Hammond, W. H. June 24, 1914 

Supt. Lindsay Water Wks., Lindsay, Ont., Can. 

Hancock, Edwin Nov. 12, 1919 

Cons. Engr., 2047 Ogden Ave., Chicago, 111. 

Hanna, David McLean June 9, 1920 

Supt. of Water Works, City Hall, Windsor, Ont. 

Hansen, A. E. Dec. 31, 1917 

Hyd. & San. Engr., 2 Rector St., New York, N. Y. 

Hansen, Paul June 4, 1912 

c/o Pearse, Greeley & Hansen, 39 West Adams 
St., Chicago, 111. 

Hapgood, Ltman P. June 8, 1909 

Supt. Dept. of Water & Lt., Box 253, Jamestown, 
N. Y. 

Harding, C. T. Feb. 27, 1917 

Supt. Water and Lt. Dept., 516 Chestnut St., Vir- 
ginia, Minn. 

Harding, George Oct. 10, 1912 

Mgr., 1105 Paulsen Bldg., Spokane, Wash. 

Harding, John H. May 14, 1918 

Supt. Water Works, La Porte, Ind. 

Harding, Robert J. Oct. 23, 1914 

V.-Prest. San Antonio Water Supply Co., 106 Mar- 
ket St., San Antonio, Texas 

Harding, V. A. June 10, 1919 

Mgr. City El. Lt. & Water Works, Goshen, Ind. 

Hardy, Edward Dana May 12, 1908 

Supt. Aqueduct & Filtn. Plant, Washington, D. C. 

Harman, Jacob A. Apr. 11, 1917 

Cons. Engr., 144 Fredonia Ave., Peoria, 111. 

HarpeS, L. V. Aug. 19, 1914 

Mgr. Chelan Electric Co., Chelan, Wash. 
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Harris, R. C. May 12, 1914 

Comnr. of Wks., City Hall, Toronto, Ont., Can. 

Harrison, John H. Apr. 16, 1914 

Kingston Water Dept., Kingston, N. Y. 

Harrub, C. Nelson Nov. 25, 1915 

San. Engr., c/o State Bd. of Hlth., Nashville, Tenn. 

Hartley, Geo. H. Apr. 7, 1920 

Norwood, Delaware Co., Pa. 

Hasbrouck, John E. Sept. 30, 1919 

Cons. Engr., Room 410, 244 Main St., Springfield, 
Mass. 

Haskins, C. A. June 19, 1914 

Cons. Engr., 701 Mutual Bldg., Kansas City, Mo. 

Hassler, Samuel F., M.D. May 29, 1920 

Supt. Public Safety, 500 No. Second St., Harris- 
burg, Pa. 

Hatch, Donald M. May 26, 1920 

Supt. Water & Light, Wyandotte, Mich. 

Hatch, Edward L. July 10, 1906 

Gen.Mgr. Stamford Water Co., Stamford, Conn. 

Hatfield, William Durrell Jan. 31, 1917 

Asst. Prof. Chem. Dept., Montana State College, 
Bozeman, Mont. 

Hatton, T. Chalklbt June 11, 1902 

Ch. Engr., City Hall, Milwaukee, Wis. 

Hatton, William J. May 12, 1908 

211 Ogden Ave., Escanaba, Mich. 

Havill, Harold Thomas Sept. 30, 1919 

Asst. Engr. Dept. Wtr. Sup. N. Y. C, 51 North 
St., Mt. Vernon, N. Y. 

Hawkins, H. C. Dec. 10, 1915 

City Engr., Oskaloosa, la. 

Hawken, Frank S. Apr. 9, 1920 

Chemist, St. Louis Water Works, 3954 Greer Ave., 
St. Louis, Mo. 

Hawley, George W. June 21, 1920 

Secty. & Treasr. Water Co., Dixon, 111. 

Hawley, W. C. Apr. 27, 191 

Ch. Engr. & Gen. Supt. Penna. Water Co., 712 
South Ave., Wilkinsburg, Pa. 

Haydock, Charles Feb. 17, 1919 

Eng. Mountain Wtr. Sup. Co., 922 Commercial 
Trust Bldg., Philadelphia, Pa. 
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Hayford, B. B. June 8, 1900 

Supt. Water Wks., Waukesha, Wis. 

Hazbn, Allbn, C. E. May 27, 1806 

42d St. Bldg, New York, N. Y. 

Hazlehurst, George H. Nov. 1, 1914 

State Bd. of Hlth., Montgomery, Ala. 

Hazlehurst, J. G. Feb. 27, 1920 

Capt. Q. M. C. Constr. Div., Constr. Q. M., Fort 
Screvens, Ga. 

Heard, Albert July 18, 1907 

Supt. and Treas., Hagerstown, Md. 

Hechmer, Carl A. Nov. 3, 1919 

Dept. Engr. Mtnce. & Optg. Dept., Wash. Subn. 
San. Dist., Hyattsville, Md. 

Hecht, J. L. June 10, 1911 

Mech. Engn. Pub. Serv. Co., 72 West Adams St., 
Chicago, 111. 

Hebrmans, H. C. June 26, 1886 

Mgr. Water Wks. Co., Hoquiam, Wash. 

Heffelfinger, J. Milton Mch. 11, 1918 

Div. of Engr. & Const., City Hall, Cleveland, O. 

Hbnbt, William H. May 6„ 1915 

Secty. & Mgr. West St. Louis Water & Lt. Co., 
6600 Delmar Ave., St. Louis, Mo. 

Henderson, Charles Elliott May 24, 1920 

Mgr. Morris Knowles, Ltd., 88 Ouellette Ave., 
Windsor, Ont. 

Henderson, Charles R. June 18, 1901 

Mgr. Davenport Water Co., Davenport, Iowa 

Henderson, John Baillie, C.E. July 27, 1915 

"Sun" Fdry., Wickham St., Brisbane, Queensland, 
Australia 

Hendrick, Wallace M. May 10, 1915 

11 Clarkson Ave., Brooklyn, N. Y. 

Henry, Edward William May 12, 1908 

Supt. Meter Dept., 450 Fairmont Ave., Jersey 
City, N. J. 

Hbring, Rudolph, D.S. July 14, 1887 

Cons. Engineer, 40 Lloyd Road, Montclair, N. J. 

Hebr, J. O. June 5, 1916 

Supt. Atlantic Co. Water Co. of N. J., Box 411, 
Pleasantville, N. J 

Hersey, Francis C, Jr. July 18, 1907 

Chrm. Water & Municipal Lt. Comnrs., Wellesley, 
Mass 
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Hess, Edwin Wesley Jan. 16, 1920 

Cons. Engr., Kratzer Bldg., Clearfield, Pa. 

Hbtzeb, Mentor Nov. 17, 1916 

Mgr. Moundsville Water Co., Moundsville, W. Va. 

Hicks, J. S. Dec. 8, 1910 

Supt. Water Co., Berwick, Pa. 

Hiqqins, Lafayette, C.E. Dec. 10, 1918 

San. Engr. State Bd. of Health, 1144 W. 25th St., 
Des Moines, la. 

Highland, Scotland G. Feb. 10, 1913 

Secty., Treas. & Gen. Mgr., Clarksburg Water 
Bd., Clarksburg, W. Va. 

Hill, Albert B. Oct 30, 1914 

Cons. Eng., 100 Crown St., New Haven, Conn. 

Hill, John W. June 26, 1886 

Cons. Engr., 35-36 Mitchell Bldg., Cincinnati, Ohio 

Hill, Nicholas S., Jr. June 18, 1901 

Cons. Engr., 112 E. 19th St., New York, N. Y. 

Hilscher, Ralph Nov. 9, 1914 

State Bd. of Health, 102 Div. Eng. Bldg., Berkeley, 
Cal. 

Hinklby, Robert L. May 12, 1908 

Insp. Factory Ins. Ass'n, Rensselaer, N. Y. 

Hinman, Jack J., Jr. Apr. 21, 1915 

Bact. & Chemist, P. O. Box 313, Iowa City, la. 

Hoad, William Christian June 24, 1913 

Prof. San. Engr., 1028 Martin Place, Ann Arbor, Mich. 

Hoag, George F. June 2, 1920 

Fire Prevention Engr., Const. Div. of the^Army, 
Washington, D. C. 

Hoag, Percy LaTourette June 28, 1919 

Hyd. Engr., Manhasset, L. I., N. Y. 

Hoagland. Ira Gould Apr. 27, 1910 

Secty. Natl. Automatic Sprklr. Assn., 80 Maiden 
Lane, New York, N. Y. 

Hobby, Arthur S., C.E. June 8, 1909 

Linea 88, Havana, Cuba 

Hodgkins, H. C, C.E. Apr. 18, 1888 

415 Dillaye Bldg., Syracuse, N. Y. 

Hodgman, Burt B., C.E. July 18, 1907 

50 Church St., New York, N. Y. 
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Hodkinson, Thomas Apr. 15, 1913 

Supt. Water Wks., 14 King St., London, Ontario, 
Can. 

Hoffmaster, George Edward May 13, 1916 

Amer. Water Wks., & Guar. Co., 50 Broad St., 
New York, N. Y. 

Hogan, John Philip June 9, 1920 

Cons. Engr., 13 East 11th St., New York, N. Y. 

Hogeland, A. W. Mch. 6, 1919 

Pr. Asst. Engr. Pitometer Co., 25 Elm St., New 
York, N. Y. 

Holbrook, Royal H. Sept. 8, 1919 

Combustion Engr., Iowa State College, 1420 — 2nd 
Ave., Cedar Rapids, la. 

Holden, Charles A., C.E. Oct. 21, 1919 

Dctr. Thayer Sch. of Civ. Eng., Hanover, N. H. 

Holdredge, Leigh I. Apr. 20, 1920 

San. Engr. Wallace & Tiernan Co., 1035 Com- 
mercial Trust Bldg., Philadelphia, Pa. 

Holland, Ray Kingsbury Jan. 17, 1919 

Cons. Engr., Lawrence Bldg., Ann Arbor, Mich. 

Holmes, A. G. July 10, 1906 

P. O. Box 252, East Pittsburgh, Pa. 

Holmes, M. G. Aug. 16, 1918 

Supt. Water Works, Rochester, Minn. 

Hone, Frederic deP., C.E. Dec. 17, 1913 

13-21 Park Row, New York, N. Y. 

Hoopes. Edgar M., Jr., C.E. May 8, 1913 

1614 Broome St., Wilmington, Del. 

Hoover, Charles P. Mch. 14, 1913 

Chem. Filtration Plant, Columbus, Ohio 

Hopkins, Charles Comstock June 10, 1911 

Hyd. & San. Engr., 349 Cutler Bldg., Rochester, 
N. Y. 

Hopkins, Franklyn C. June 16, 1919 

Vice-Prest. Consol. Water Co., 712 Washington St., 
Utica, N. Y. 

Hopkins, Newton F., C.E., July 18, 1907 

801 Home Trust Bldg., Pittsburgh, Pa. 

Hopper. Walter C. June 10, 1911 

Supt. Acquackanonk Water Co., 145 Prospect St., 
Passaic, N. J. 

Horn, J. F. Oct. 10, 1919 

Prest. Water Co., Vandergrift, Pa. 
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Horner, Chas. M. June 24, 1903 

Supt. Wtr. Wks., 1705 State St., East St. Louis, 111. 

Hornung, George July 14, 1887 

Cons. Civ. & Mech. Eng., 512 Fairfield Ave., Belle- 
vue, Ky. 

Horton, Robert E., H.E. Jan. 20, 1911 

R. D. No. 1, Voorheesville, N. Y. 

Horton, Theodore July 18, 1907 

Ch. Eng., N. Y. State Dept. of Health, 206 Lan- 
caster St., Albany, N. Y. 

Hostetler, William A. May 8, 1915 

Supt. Iowa City Water Wks., 419 S. Lucas St., 
Iowa City, la. 

Hough, Laurence C. Jan. 17, 1919 

Asst. Engr. Pitometer Co., E. Falls Church, Va. 

Howard, N. J. June 21, 1920 

Bact. in Chge. Filtn. Plant, City Hall, Toronto, 
Ont. 

Howell, David J., C.E. Oct. 19, 1914 

Union Trust Bldg.J Washington, D. C. 

Howell, Fred B. July 20, 1920 

Bd. of Wtr. Comnrs., Medina, N. Y. 

Howland, E. Robert, R.E. Apr. 22, 1914 

c/o The British Pitometer Co., 39 Victoria St., 
London, S. W. I., England 

Howson, Louis R. Apr. 24, 1916 

Asst. Engr. for Alvord & Burdick, 130— 8th Ave., 
La Grange, 111. 

Hubbell, Clarence W. June 24, 1903 

Cons. Eng., 2348 Penobscot Bldg., Detroit, Mich. 

Hudson, Leo July 7, 1913 

Box 14, Boston, Allegheny Co., Pa. 

Huggans, R. D. Apr. 19, 1915 

Mgr., Water Wks., Streator, 111. 

Hulett, Mason Jan. 29, 1916 

c/o R. U. V. Co., 165 Broadway, New York, N. Y. 

Hunt, S. J. May 15, 1920 

Asst. Secty. Bd. Water Comnrs., 25 E. Fifth St., 
St. Paul, Minn. 

Hunter, Hbnrt G. June 10, 1911 

N. Y. Cont. Jewell Filtn. Co., 1011 New Birks Bldg., 
Montreal, Can. 

Hunter, T. B. July 10, 1906 

Cons. Engr., 703 Rialto Bldg., San Francisco, Cal. 
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Hukd, Charles H. Aug. 11, 1914 

1405 Merchants Bank Bldg., Indianapolis, Ind. 

Hutton, Harold S. Apr. 1, 1920 

San Engr., Rm. 1903, Commonwealth Bldg., 
Pittsburgh, Pa. 

Hut, Harry F. May 13, 1916 

Genl. Mgr. Western N. Y. Water Co., 704 Elect. 
Bldg., Buffalo, N. Y. 

Hyde, Charles Gilman July 18, 1907 

Cons. Hyd. & San. Engr., Prof. San. Eng., Univ. of 
Cal., Berkeley, Cal. 

Hyman, H. H. Apr. 16, 1916 

Mgr. Miami Water Co., Miami, Fla. 

Inman, A. W. Nov. 19, 1915 

Supt. Massillon Water Supply Co., Massillon, Ohio. 

Inoue, S. July 18, 1907 

290 Harajiku, Tokyo, Japan. 

Isaac, F. N. May 12, 1908 

Secty. & Genl. Mgr. The Hanford Water Co., Han- 
ford, Cal. 

Jackson, C. B. Aug. 18, 1920 

Supt. City Wtr. Corpn., Fresno, Cal. 

Jackson, Daniel D. Jan. 31, 3910 

Prof, of Chem. Engr., Havemeyer Hall, Columbia 
Univ., New York, N. Y. 

Jacobs, Joseph July 30, 1920 

Cons. Engr., 1317 Smith Bldg., Seattle, Wash. 

Jacobs, S. Willard Feb. 5, 1919 

Chem. Engr., 18 East 41st St., New York, N. Y. 

Jacobson, Robert T. Apr. 16, 1919 

City Engr., Fargo, N. D. 

James, Claude L. Jan 20, 1914 

City Engr. Supt. Water Wks., City Bldg., Mattoon, 
111. 

Jarvis, Alexander Charles May 5, 1914 

Osterbrogade 40, Copenhagen, Denmark 

Jenks, Harry Neville Jan. 26, 1917 

Spec. Asst. Engr., Filtn. Divn., Sacramento, Cal. 

Jennings, Charles A. May 12, 1908 

Rm. 466, Peoples Gas Bldg., Chicago, 111. 

Jensen, Andrew M., C.E. Feb. 9, 1920 

18 Patterson Block, Fresno, Cal. 

Jensen, J. Arthur Aug. 15, 1910 

Supt. Water Wks. Dept. Minneapolis, Minn. 
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Jensen, J. Chbis. June 3, 1912 

Municipal Water Wks., Council Bluffs, Iowa. 

Jensen, Marion A. June 3, 1912 

4th St. & 7th Ave., Nebraska City, Neb. 

Jeup, B. J. Feb. 23, 1920 

Chf. Engr. Ind. Water Co., 113 Monument Circle, 
- Indianapolis, Ind. 

Johnson, Edgar W. July 13, 1917 

Asst. Engr. Water Dept, 3821 Elliot Ave., Min- 
neapolis, Minn. 

Johnson, George A. July 18, 1907 

Cons. Engr., 150 Nassau St., New York, N. Y. 

Johnson, H. E. Dec. 22, 1912 

Mgr. Cuero Div. Tex. G. & E. Co., Cuero, Tex. 

Johnson, Peter May 26, 1916 

Bx. 96, Bellmore, L. I., N. Y. 

Johnston, William J. Mch. 19, 1917 

Supt. Water Wks., Marquette, Mich. 

Johnstone, Alan M. E., C.E. June 16, 1919 

San. & Hyd. Engr., 2124 Ellis Ave., New York, N. Y. 

Jones, A. J. Apr. 16, 1884 

Prest. New Brunswick Trust Co., New Bruns- 
wick, N. J. 

Joneb, Burke June 24, 1913 

Supt. Water Wks., Hattiesburg, Miss. 

Jones. Hiram F. July 18, 1907 

Supt. Water Wks., 823 Walnut St., Ehnira, N. Y. 

Jones, J. M. May 9, 1916 

Bristol & Warren Water Works, Bristol, R. I. 

Jones, William Clayton May 14, 1914 

426 Market St., Camden, N. J. 

Jones, William Nelson, C.E. Apr. 14, 1914 

City Engr's Office, City Hall, Minneapolis, Minn. 

Jordan, Edwin O. Oct. 30, 1914 

Prof, of Bact., Univ. of Chicago, Chicago, 111. 

Jordan, Frank C. June 10, 1911 

Secty. Water Co., 113 Men l neat Dircle, Indianapolis, 
Ind. 

Jordan, Harry E. Oct. 7, 1919 

San. Engr. Ind. Water Co ,113 Monument Circle, 
Indianapolis, Ind. 
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Judd, W. A. Apr. 8, 1915 

Mgr. Light & Water Dept., Dover, Ohio 

Jtjdson, John W. June 12, 1920 

Chf. Acct. Dpt. Sts. & Pub. Impvts., Newark, 
N.J. 

Jtttz, Charles E. Apr. 12, 1920 

Treasr. W. St. L. Water & Lt. Co., 6600 Delmar, 
St. Louis, Mo. 

Kable, Edgak P Nov. 19, 1917 

Gen. Man. York Water Co., 42 East Market St., 
York, Pa. 

Kahn, Leon I. May 24, 1916 

Comnr. of Pub. Util., Shreveport, La. 

Kapottstine, Theo. N. Aug. 31, 1917 

San. Engr. Grace-Amer. Intnatl. Corp., 64 Water St., 
New York, N. Y. 

Kastberg, Karl C. June 7, 1904 

City Engr., Box 923, Des Moines, la. 

Keating, Charles Stanley May 16, 1919 

Supt. Water Works & City Engr., Watervliet, N. Y. 

Keeper, Clarence Edward Feb. 23, 1920 

Asst. Desg. Engr. Sewer Dvn. City Hall Annex 
No. 1, Baltimore, Md. 

Kebleb, H. E. July 14, 1887 

Koom 633, The Rookery, Chicago, 111. 

Keerl, H. O., C.E. Nov. 18, 1919 

625-7 M. B. A. Bldg., Mason City, Iowa 

Keils,_ Anthony __ June 8, 1909 

pt. Mt. Clemens 
Jlemens, Mich. 



Supt. Mt. Clemens Water Wks., 38 Moross Ave., Mt. 
CI. 



Keliher, Timothy Feb. 15, 1917 

Supt. Williamsport Water Co., Williamsport, Pa. 

Kelsey, J. W. May 13, 1913 

Genl. Supt. Bureau of Water, St. Paul, Minn. 

Kemble, F. T. June 24, 1915 

Secty. New Rochelle Water Co., 238 Main St., New 
Rochelle, N. Y. 

Kendall, Theodore Reed Mch. 13, 1919 

Eng. Editor, The American City, 303 S. Broadway, 
South Nyack, N. "¥. 

Kendig, R. B. Oct. 10, 1919 

Mgr. Water Co., Punxsatawney, Pa. 

Kern, Peter Aug. 31, 1917 

Mgr. Water Dept., Fort Madison, la. 
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Kunlb, John A. June 8, 1909 

San. Engr., 25 W. 43rd Street, New York, N. Y. 

Killah, Samubl E. Nov. 25, 1915 

Supt. Distbn. Sctn. Wtr. Divn., 1 Ashburton PI., 
Boston, Mass. 

Kilpatrick, John D., C.E. Sept. 18, 1911 

30 Church St., New York, N. Y. 

Kimball, Frank C. June 11, 1902 

Secty. and Asst. Treas., Commonwealth Water & 
Lt. Co., Summit, N. J. 

Kimmel, J. G. May 17, 1920 

Asst. Eng., Gannett, Seelye & Fleming, 262 Ran- 
dolph Bldg., Memphis, Tenn. 

King, Charles Penrose Jan. 27, 191ft 

Engr. Bexhill Water & Gas Co., 5 Sedgwick Rd., 
Bexhill-on-Sea, England 

Kingman, Horace Mar. 17, 1916 

Comnr. & Supt., City Hall, Brockton, Mass. 

Kinnett, J. D. Jan. 23, 1919 

Chmn. Bd. Water Cmnrs., Macon, Ga. 

Kinney, Howard C. June 11, 1919 

Mgr. Waterloo Water Co., Waterloo, N. Y. 

Kirk, Clarence L. June 8, 1907 

Prest. Indianapolis Water Co., 113 Monument Circle, 
Indianapolis, Ind. 

Kirkpatrick, Earl T. Feb. 15, 1917 

Chf. Chem. & Bact., 1718 High St., Des Moines, Iowa 

Kibkpatrick, Walter G. Apr. 27, 1910 

Cons. Hyd. Engr., Monroe, La. 

Klapp, Carl F. Oct. 7, 1917 

Supt. Water Works, Everett, Wash. 

Klare, R. W. June 24, 1915 

Mgr. Wabash Water & Lt. Co., Wabash, Ind. 

Klaus, Fred J. Oct. 2, 1915 

Asst. Engr. East Bay Water Co., 2414 Dana St., 
Berkeley, Cal. 

Klein, Federico Apr. 2, 1918 

Cia Alumbrado Electrico, San Salvador, C. A. 

Klein, William I. July 1, 1913 

Cons. Engr., Suite 3002, 165 Broadway, New York, N. Y. 

Klinqberg, W., C.E. Mar. 10, 1906 

50 Church St., New York, N. Y. 
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Kltfttz, F. S. May 1, 1920 

Cons. Engr., Concord, N. C. 

Knhen, A. H., C.E. Jan. 8, 1911 

112 N. Broad St., Philadelphia, Pa. 

Knickerbacker, John, C.E. June 24, 1918 

Prest. Eddy Valve Co. 86— 1st St., Troy, N. Y. 

Knisbly, J. Herman July 7, 1916 

Ch., Bur. of Municipalities, Harrisburg, Pa. 

Knotjse, Homer V. Sept. 21, 1918 

Asst. Supt. & Purch. Agt., Met. Water Dist., 200 
City Hall, Omaha, Neb. 

Knowles, Clarence R. June 4, 1913 

Supt. Water Service, I. C. R. R., 6609 Greenwood 
Ave., Chicago, 111. 

Knowles, Morris July 18, 1907 

Cons. Engr., 1200 Jones Law Bldg., Pittsburgh, Pa. 

Knox, Sttfart K. June 8, 1909 

Hill & Ferguson, 112 E. 19th St., New York, N. Y. 

Kontkovski, Eugene B. Jan. 12, 1915 

Cons. Engr. Nikolaievskaia. 17, log. 5, Petrograd, 
Russia 

Khatjse, Mark C, C.E. May 26, 1916 

Susquehanna Trust Bldg., Williamsport, Pa. 

Krieger, Albert A. Apr. 20, 1914 

1st Asst. City Engr., 2304 Alta Ave., Louisville, Ky. 

Kriegsheim, Heinrich May 11, 1915 

c/o PermutitCo., 440— 4th Ave., New York, N. Y. 

Kussmaul, Taylor Jan. 31, 1919 

Supt. Water & Light, 305 Ohio St., Newark, Ohio 

Laberge, Francois Charles Mch. 20, 1916 

Cons. Engr., 30 St. James St., Montreal, Canada 

Lacount, H. O. May 12, 1908 

Engr. & Asst. Secty. Insp. Dept. Factory Mutual 
Ins. Co., 124 College Ave., West Somerville, 
Mass. 

Laflin, Albert A. June 10, 1920 

Supt. Water Works, St. Stephens, N. B. 

Lafreniere, Theo. J. June 24, 1916 

San Engr. Bd. of Hlth. of P. Q., 59 Notre Dame, 
East, Montreal, Canada 

Lance, John H. May 7, 1917 

Cons. Engr., 616-20 Seoond Ntl. Bank Bldg., Wilkes- 
Bar re, Pa. 

Landmann, L. B. Sept. 2, 1914 

Supt. Capital City Water Co., Jefferson City, Mo. 
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Landry, J. A. Apr. 29, 1910 

Prest. Ry. Lt. & Water Wks. Co., Lake Charles, La. 

Larmon, Frank P. Apr. 17, 1914 

Ch. Engr. Met. Water Dist., Omaha, Neb. 

Lasso, Alfredo F. Sept. 26, 1917 

Ing. Civ.. Obras Sanitarias de la Nacion, Buenos 
Aires. R. Argentina 

LaToorrette, Frederick, C.E. Dec. 4, 1915 

Engr. in Chge. J. C. Water Wks., 49 Highland Ave., 
Jersey City, N. J. 

Laurie, Edward June 21, 1920 

Cons. Engr., 243 Bleury St., Montreal, P. Q. 

Lautz, W. E. Nov. 14, 1915 

Secty. & Mgr. Pekin Water Wks., Pekin, 111. 

Lawlor, Francis D. H. July 10, 1906 

Supt. Citizens Water Co., Burlington, la. 

Lawrence, W. C. June 21, 1920 

Supt. Filtn., W. 32nd. & Division, Cleveland, O. 

Lawrence, W. H. Dec. 16, 1919 

Supt. Water Works, Box 362, Kelispell, Mont. 

Lawton, Ralph W. July 10, 1906 

4652 Maplewood Ave., Los Angeles, Cal. 

Lha, Richard S. May 12, 1908 

Cons. Engr., 809 New Birks Bldg., Montreal, Can. 

Leach, William J. Mar. 12, 1918 

Supt. & Chf . Engr., 725 Mountain Ave., Fergus Falls, 
Minn. 

Ldclerc, Pierre May 2, 1917 

36 DeLaroch St., Montreal, Can. 

Lbddbn, Ernest M. Apr. 5, 1912 

404 Fourth Ave., New York, N. Y. 

Ledoux, J. W. July 18, 1907 

Cons. Engr., 112 N. Broad St., Philadelphia, Pa. 

Lee, Charles H. Mch. 21, 1912 

Executive Mmbr. State Wtr. Comn., 74 New 
Montgomery St., San Francisco, Cal. 

Lberskov, A. D. Apr. 1, 1918 

Supt. Municipal Water Works, Lock Box 128, Brush, 
Col. 

Leet, J. N. May 4, 1911 

Supt. Water Dept., North East, Pa. 
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Leisen, Theodore A. June 7, 1919 

Civ. Engr. Bd. Water Comnrs., Water Works Pk., 
Detroit, Mich. 

Lenhardt, Laurence G. June 19, 1920 

City Engr., Pontiac, Mich. 

Leopold, F. B. May 11, 1914 

Farmers Bk. Bldg., Pittsburgh, Pa. 

LeSage, Thomas William Apr. 24, 1916 

Engr., Water Wks. Dept., City Hall, Montreal, Can. 

Leslie, James May 5, 1920 

Canada Fire Udtrs. Assn., Coristine Bldg., Mon- 
treal, Canada . 

Letton, H. P. Dec. 23, 1914 

Grant, Fulton & Letton, Engrs, 505 Bankers Life 
Bldg., Lincoln, Neb. 

Levy, A. G. Mch. 17, 1910 

Asst. Engr. Div. of Water, 1677 E. 93rd St., 
Cleveland, O. 

Lewis, J. M. Apr. 12, 1910 

Supt. Parks & Pub. Prop., Sioux City, la. 

Lewis, R. E. May 12, 1908 

Supt. Water Wks., Elizabeth City, N. C. 

Liohtfoot, J. C, Jr. Mav 11, 1914 

N. J. Water Serv. Co., 1307 Real Est. Tr. Bldg., 
Philadelphia, Pa. 

Lindblom, Andrew Apr. 30, 1919 

Asst. Supt. Water Works, 417 State St., Boone, la. 

Lira, Leonardo Sept. 9, 1919 

Chf. Engr. of Inspt., Water Works, Casilla 492, 
Santiago, Chile 

Little, Beekman C. June 24, 1903 

Supt. Water Wks., 44 City Hall, Rochester, N. Y. 

Livbzet, W. B. May 10, 1915 

Prest. Newport News Lt. & Water Co., Newport 
News, Va. 

Lochridge, Elbert E. July 10, 1906 

Engr. Water Dept., P. O. Box 1238, Springfield, Mass. 

Lofton, H. M. May 25, 1909 

Chattanooga, Tenn. 

Long, A. G., M.D. May 15, 1920 

Dctr. of Laboratories, N. D. State Dept. of 
Health, University, N. D. 

Long, George J. Mch. 24, 1915 

Prest. Inter-State Water Co., Louisville, Ky. 
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Long, Jambs H, May 13, 1019 

City Hall, Camden, N. J. 



Longlby, Francis F. July 18, 1907 

c/o League of Red Cross Societies, No. 9 Cour de 
Saint Pierre, Geneva, Switzerland. 



Longlby, Frederick J. Not. 21, 1913 

461 Allen St., Hudson, N. Y. 

Looms, E. L. July 10, 1908 

Supt. Valparaiso Home Water Co., Valparaiso, Ind. 

Lord, Charles H. Aug. 10, 1918 

Supt. Water Works, Ogdensburg, N. Y. 

Lord, Franklin B., Jr. Jan. 9, 1911 

Queens County Water Co., Cedarhurst, L. I., N. Y. 

Lott, Erskine H. May 26, 1916 

Supt. Flatbush Water Wks. Co., 785 Flatbush Ave., 
Brooklyn, N. Y. 

Lounsbury, William C May 12, 1908 

Genl. Mgr. Superior Water, Lt. & Power Co., Su- 
perior, Wis. 

Lovejoy, Wm. H. June 4, 1912 

Louisville Water Co., Louisville, Ky. 

Lowther, Burton June 21, 1920 

CM. Engr. & Gnl. Supt. Wtr. Wks., 1654 Broad- 
way, Denver, Col. 

Lucas, Hugh L. Mch. 25, 1910 

Supt. Water Pipe Extension, 404 City Hall, Chicago, 111. 

Luce, Arthur T., C.E. Apr. 10, 1919 

Supt. Des Moines Mun. Water Plant, Des Moines, la. 

Luce, Francis H. May 12, 1914 

Supt. Woodhaven Water Supply Co., Woodhaven, 

N.Y. 

Ludlow, J. L. June 7, 1904 

Cons. Engr., Winston-Salem, N. C. 

Luscombb, William May 12, 1908 

V.-Prest. Gary Heat, Lt. & Water Co., Gary,|Ind. 

Luther, J. N. May 14, 1918 

Supt. Water Works, South Bend, Ind. 

Lyons, B. F. May 12, 1908 

V.-Prest. & Genl. Mgr. Beloit Water, Gas & Elect. 
Co., Beloit, Wis. 

McAlpinb, A. H. April 27, 1889 

Genl. Western Agt. Hersey Mfg. Co., 211 Schultz 
Bldg., Columbus, Ohio. 
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McBride, W. Z. May 29, 1920 

Mgr. Water & Power Co., Vacaville, Cal. 

McCabb, H. Dallas, C.E. May 12, 1908 

800 Donner Ave., Monessen, Pa. 

McCaffrey, Wm. A. June 21, 1920 

Supt. Water Works, 191 E. 6th St., Oswego, N. Y. 

McCaleb, Wm. B. Sept. 30, 1919 

Gnl. Supt. Wtr. Cos. Pa. R. R., Rm. 922, Coml. 
Trst. Bldg., Philadelphia, Pa. 

McCarthy, William May 12, 1908 

Supt. Water Wks., Bluefield, W. Va. 

McClenahan, W. T. Apr. 7, 1914 

39 W. Adams St., Chicago, 111. 

McClintock, James R. Jan. 12, 1914 

170 Broadway, New York, N. Y. 

McConville, H. A. Mch. 8, 1920 

Engng. Insptr. Bur. of Wtr., 1383 Grand Ave., 
St. Paul, Minn. 

McCormick, Robert Sept. 12, 1918 

1230— 43rd St., Des Moines, la. 

McCrady, MacHarvey Apr. 7, 1916 

Chem. & Bact. Bd. of Hlth. of P. Q., 59 Notre Dame, 
East, Montreal, Can. 

McCrudden, D. A. July 7, 1920 

Asst. to Chief, Bur. of Wtr., 702 City Hall, Phila- 
delphia, Pa. 

McDonald, John H. June 19, 1920 

Prest. Bd. Water Comnrs., 1713 Blair St., St. 
Paul, Minn. 

McDonnell, Robert E. Mar. 25, 1913 

402 Interstate Bldg., Kansas City, Mo. 

McFarland, Chester R. May 12, 1908 

Secty. &Genl.Mgr. Tampa Water Wks. Co., Tampa, 
Fla. 

McGechen, D. J. June 11, 1916 

Supt. Wyo. Valley Water Co., Markle Bank Bldg., 
Hazleton, Pa. 

McGibbon, Walter S. June 16, 1920 

Town Engr., Transcona, Man. 

McGoniqalb, William J. Apr. 5, 1912 

P.O. Box 2360, Louisville, Ky. 

McGrath, F. R. May 12, 1914 

Supt. Water Wks., City Hall, Chambersburg, Pa. 
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McInneb, F. A. May 12, 1814 

Div. Engr., Pub. Wka. Dept., 23 Saloombe St., 
Dorchester, Mass. 

McIntosh, William, Jb. Feb. 26, 1918 

Tarradale Hotel, Muir of Ord, Ross-shire, Scotland 

McKay, John William Feb. 19, 1920 

Boro. Engr. Dpt. W. S. G. & E., 170 College Ave., 
Boro. of Richmond, New York, N. Y. 

McKbchnib, F. D., C.E. June 21, 1920 

401 Marlowe Ave., Montreal, Canada 

McKbnzib, S. H. Apr. 14, 1910 

Engr., & Supt. Terryville and Southington Water 
Wks., Southington, Conn. 

McKeown, Edwabd June 21, 1920 

Supt. Water Works, Sherbrooke, P. Q. 

McMane, William I. Feb. 19, 1916 

Genl. Supt. Commonwealth Water Co., 18 Maple Ave., 
Summit, N. J. 

McRah, H. C. Apr. 9, 1910 

2713 Winchester St., Baltimore, Md. 

McRae, John B. May 9, 1906 

Cons. Eng., Jackson Bldg., Ottawa, Can. 

McRetnolds, B. B. May 25, 1914 

Supt. Water Wks., City Hall, Colorado Springs, 
Colo. 

McWilliams, C. Q. June 18, 1901 

Prest. Roaring Crk. Water Co., P. O. Box 17, Sha- 
mokin, Pa. 

McWilliams, C. W. June 2, 1920 

Supt. Water Works, Carthage, N. Y. 

Macallum, Andrew F. June 6, 1916 

Commissioner of Works, Ottawa, Canada 

MacDonald, Emmett June 7, 1904 

Mgr. Lincoln Water & Lt. Co., Lincoln, 111. 

MacDonald, W. E. May 8, 1917 

City Water Wks., Engr., 93 Powell Ave., Ottawa, 
Can. 

Macket, J. M., C.E. June 9, 1919 

Supt. Water Works, Regina, Sask. 

Maddock, R. A., May 26, 1920 

Chst. & Bact., Box 114, Oshkosh, Wis. 

Mapfitt, Dale L. Apr. 2, 1918 

Chem. & Bact., Des Moines Water Co., Des Moines, 
la. 
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Maffitt, McKean June 6, 1919 

Supt. Water Works, Wilmington, N. C. 

Main, Geo. A., M.E. Apr. 27, 1910 

Cons. Engr., 14 Baker St., Daytona, Fla. 

Mallalieu, Willabd C. Dec. 4, 1914 

Civil & San. Engr., Box 43, Middlebush, N. J. 

Maloney, Thomas June 9, 1919 

Trustee Municipal Water Works, Council Bluffs, la. 

Malven, C. F. Feb. 23, 1920 

City Engr., Winner, S. Dak. 

Manahan, Elmer G., C.E. June 8, 1909 

c/o Fuller & McClintock, Cons. Engrs., Room 1512, 
170 Broadway, New York, N. Y. 

Mangun, L. B. Feb. 23, 1920 

Chst. in Chge. of Water Pfctn., Kansas City, 
Kans. 

Manvillb, F. D. _ June 18, 1901 

3t. Newport News I 
Newport News, Va. 



Supt. Newport News Lt. & Water Co., 

Ne 



Atty. for Ohio Water Wks. Assn., 414 Gasco Bldg., 

Coli ' 



Manz, Louis C, M.E. June 8, 1904 

1500 W. Allegheny Ave.' Philadelphia, Pa. 

Mabkhus, O. G. F. May 17, 1920 

V. P. & G. M. Artn. Ht. & Cld. Wtr. Co., P. O. 
Box 718, Boise, Idaho. 

Mars, L. Donald June 30, 1920 

Asst. San. Engr. U. S. P. H. S., c/o Ark. Bd. of 
Hlth., Little Rock, Ark. 

Martin. A. M. May 12, 1908 

c/o Anderson, Clayton & Co., Houston, Texas. 

Martin, J. C. May 11, 1915 

' ty. for Ohio Wa' 
Zfolumbus, Ohio. 

Martin, J. T. Aug. 18, 1920 

Comnr. of Water, 1452 W. 98 St., Cleveland, O. 

Martinez, Conrado E. June 10, 1920 

Cons. Engr., 59 Obispo St., Havana, Cuba. 

Mason, S. J. May 7, 1917 

Engr. & Supt. Water Wks., Perth Amboy, N. J. 

Mason, W. P. May 18, 1892 

Prof, of Chem. Ren. Poly. Inst., Troy, N. Y. 

Matson, Frank W. June 19, 1920 

Comnr. of Finance, Court House, St. Paul, Minn. 

Matte, Hubert P. T. July 26, 1913 

Coml. Engr., Worthington Pump & Mchy. Cpn., 
Harrison, N. J. 
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Matthews, Irving E. May 25, 1919 

Engr. Water Works, 43 City Hall, Rochester, N. Y. 

Maurice, George Holbrooke, C.E. Mch. 11, 1911 

Eagle Springs, N. C. 

Maury, Dabney H. Aug. 22, 1894 

Cons. Eng., 1445-6-7 Monadnock Block, Chicago, 111. 

Mavity, J. W., C.E. May 18, 1915 

724 North F. St., Wellington, Kans. 

Maxon, G. T. June 10, 1919 

Supt. Water Board, Cortland, N. Y. 

Maxwell, Donald H. Feb. 15, 1917 

Asst. Engr. with Alvord & Burdick, 1417 Hartford 
Bldg., Chicago, 111. 

Mayo, William B. Aug. 16, 1911 

c/o Ford Motor Co., Detroit, Mich. 

Mead, Daniel W., C.E. Apr. 17, 1889 

120 W. Gorham St., Madison, Wis. 

Meadows, James O. June 21, 1920 

San. Engr., 20 Charlevoix St., Montreal, Canada 

Meabs, Brainerd June 24, 1915 

Prof, of Chem., Williams College, Williamstown, 
Mass. 

Mellen, A. F. Mch. 24, 1915 

939— 14th Ave. S.E., Minneapolis, Minn. 

Mellon, T. A. June 24, 1903 

Prest. Kensington Water Co., 514 Smithfield St., 
Pittsburgh, Pa. 

Mendell, James Herbert June 20, 1920 

Supt. Water Works, Manchester, N. H. 

Mendelsohn, Isador W. Feb. 9, 1920 

U. S. Pub Health Svc, 1527—14 St. N. W., Washington, D. C. 

Mentz, Henry A. Oct. 7, 1919 

Asst. Engr. Munic. Eng. Dept., Magnolia, Miss. 

Mercier, Paul-Emile Apr. 18, 1916 

Ch. Engr. & City Svyr., City Hall, Montreal, Can. 

Merrill, George Field, C.E. Apr. 16, 1920 

Supt. Water Works, Greenfield, Mass. 

Merriman, Thaddeus, May 29, 1920 

Dpty. Chfl Engr. Bd. Wtr. Sup., 2224 Municipal 
Bldg., New York, N. Y. 

Messer, Richard Sept. 27, 1911 

San. Engr. State Dept. of Health, 1110 Capitol St., 
Richmond, Va. 
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Mbtcalf, John T. June 7, 1910 

Asst. Engr., in Chge. L. I. Watershed, 625 West St., 
Brooklyn, N. Y. 

Mbtcalf, Leonard June 24, 1903 

Cons. Civil Engr., 14 Beacon St., Boston, Mass. 

Meters, A. H. June 14, 1920 

Supt. Water Co., Columbia, Pa. 

Michel, B. G. June 7, 1919 

City Engr., Kitchener, Ontario, Can. 

Mickle, F. Lee Jan. 31, 1917 

Dctr. of Labts., Bur. of Hlth., City Hall, Atlantic 
City, N. J. 

Miller, Clarence L. Mch. 29, 1916 

Dir. Pub. Util. Dept., Kalamazoo, Mich. 

Miller, Clifford N., H.E. May 13, 1915 

2807 Union Central Bldg., Cincinnati, Ohio 

Miller, Edwin E. Mch. 11, 1914 

Asst. Supt. Power Plants, Hackensack Water Co., 
Weehawken, N. J. 

Miller, Hiram Allen Mch. 3, 1911 

Cons. Engr., 8 Beacon St., Boston, Mass. 

Miller, J. A. May 8, 1909 

Supt. Water Wks., 10 W. Third St., Alton, 111. 

Miller, J. R. Oct. 10, 1919 

Supt. Jerome Water Works Co., Ltd., Jerome, Idaho 

Miller, Walter Edward Nov. 17, 1911 

413-416 Pioneer Block, Madison, Wis. 

Mills, Clarence W. July 20, 1920 

Supt. Water Works, 169 Main St., Woonsocket, 
R. I. 

Milne, Alexander June 24, 1903 

Supt. Water Wks., St. Catharines, Ontario, Can. 

Minor, Edward Eastman May 20, 1912 

Supt. New Haven Water Co., 91 Temple St., New 
Haven, Conn. 

Mitchell, George July 21, 1913 

City Water Engineer, Aberdeen, Scotland 

Mitchell, W. Montgomery May 24, 1920 

Asst. Supt. Bd. Wtr. Comnrs., 232 Jefferson Ave., 
Detroit, Mich. 

Moat, Charles P. Jan. 29, 1915 

Chemist, Vermont State Bd. of Health, 2 Colchester 
Ave., Burlington, Vt. 
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Mohler, Bruce M. Feb. 5, 1917 

Major San. Corps, Fremont, Ohio 

Mohbhakdt, E. F. Oct. 10, 1917 

Secty. Bd. Fire Undwtrs. of the Pacific, 914 Mer- 
chants Exchange Bldg., San Francisco, Cal. 

Mows, William Mch. 15, 1882 

Supt. Water Wks., Muscatine, la. 

Montfort, Wilson F. July 10, 1906 

Cons. Chemist, 506 N. Vandeventer Ave., St. Louis, Mo. 

Monboe, H. L. June 10, 1919 

Supt. Water Works, Pontiac, Mich. 

Montoulieu, Henry J., C.E. Nov. 17, 1911 

No. 10 Calle F, Vedado, Havana, Cuba 

Moore, John A. Oct. 4, 1919 

Mgr. Warwood Wtr. & Lt. Co., Warwood, Wheel- 
ing, W. Va. 

Moobe, R. M. June 30, 1920 

Secty. & Mgr. Peoples Water Co. of Palms, Cal., 
1018 Trust & Savings Bldg., Los Angeles, Cal. 

Morgan, Henry B. Apr. 29, 1910 

Mgr. Peoria Water Wks. Co., 143 N. Jefferson Ave., 
Peoria, 111. 

Morris, Charles H. June 7, 1916 

Supr. of Water Wks., New Brunswick, N. J. 

Morbis, Samuel Bbooks June 10, 1920 

Chf. Engr. Water Dept., City Hall, Pasadena, 
Cal. 

Mobse, Robert B. Mch. 11, 1915 

Ch. Engr. State Bd. of Health, 16 W. Saratoga St, 
Baltimore, Md. 

Mobtensen, Frederick C. July 20, 1920 

Chemist, Coe College, Cedar Rapids, la. 

Mory, A. V. H. Nov. 1, 1914 

Chem. Dir., Dept. 217, Sears, Roebuck & Co., Chi- 
cago, 111. 

Mowby, Robert B. Aug. 8, 1919 

c/o Wallace & Tiernan Co., 349 Broadway, New 
York, N. Y. 

MULLERGREN, ARTHUR L. Oct. 21, 1919 

Cons. Engr., 8th Floor, Firestone Bldg., Kansas 
City, Mo. 

Mullin Robert, Mch. 2, 1920 

Box 168, Buhl, Minn. 



70 ACTIVE MEMBERS 

Mundy, Ambrose Mch. 11, 1914 

Supt. Middlesex Water Co., Woodbridge, N. J. 

Murphy, A. R.. C.E. Apr. 7, 1911 

618 Hurt Bldg., Atlanta, Ga. 

Murphy, Frank J. May 31, 1916 

Supt. Div. of Meters, City Hall, Milwaukee, Wis. 

Murphy, L. E. May 18, 1914 

Supt. Water Dept., Jacksonville, Fla. 

Murray, H. E. June 11, 1915 

Mgr. Water & Sewer Dept., Honolulu, Hawaii. 

Murrin, John A. June 5, 1916 

Comnr. Pub. Prop., City Hall, Rock Island, 111. 

Myers, Ben F. June 14, 1920 

Supt. Water Works, P. O. Box 240, Marshall, Har- 
rison Co., Texas. 

Mylrea, A. J. Mch. 12, 1919 

Fire Protection Engr., 85 Bay St., Toronto, Ont. 

Nelson. Fred B..C.E. July 18, 1907 

966 Anderson Ave., Highbridge, New York, N. Y. 

Neut, George Sept. 24, 1910 

Ch. Engr. Water Wks., Santiago, Chile, S. A. 

Nevling, J. B. Oct. 16, 1914 

Secty.-Treas. Clearfield Water Co., Clearfield, Pa. 

Newell, C. W. Apr. 5, 1917 

Serv. Foreman of Maintenance, 2218 Elliott Ave., 
Minneapolis, Minn. 

Newhall, Henry Feb. 15, 1917 

Supt. Water Works, Danvers, Mass. 

Newhall, William G. Oct. 4, 1919 

Asst. Supt. Portland Water Dist., 42 Brentwood 
St., Portland, Me. 

Nbwlands, James A. Oct. 14, 1914 

San. Engr., 11 Laurel St., Hartford, Conn. 

Newsom, Reeves J. Nov. 18, 1918 

Water Comnr., City Hall, Lynn, Mass. 

Newton, Samuel D. June 16, 1920 

Civ. & Munic. Engr., Box 115, Cleveland, Tenn. 

Nbylon, C. M. B. May 18, 1915 

State River & Water Supply Comn., Suprv. Engr., 
Melbourne, Australia. 
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Nial. William A., C.E. Dec. 11, 1919 

Supt. Water Works, 47 State St., Troy, N. Y. 

Nichols, Chaeles Sabin May 15, 1918 

Prof. San. & Hyd. Eng., Iowa State College, 
Ames, la. 

Nichols, E. M., C.E. June 16, 1915 

27 N. 38th St., Philadelphia, Pa. 

Nighswongee, Haeeison Wobth, C.E. Aug. 22, 1919 

c/o Johnson E Benham, Cons. Engrs. 8th Floor, 
Firestone Bldg., Kansas City, Mo. 

Nishioeda, Satoru Sept. 17, 1914 

Municipal Water Wks., Tokyo, Japan. 

Nissly, E. L. May 13, 1915 

Prest. Florin Water Co., Florin, Pa. 

Nixon, Hoeace Chaeles June 14, 1920 

San Engr., 749 Avenue H. South, Saskatoon, Sask. 

Nolan, Cornelius P. June 21, 1920 

" pt. Water E •-- - • 

)range, N. J. 



Supt. Water Dept., 169 Irvington Ave., So. 
On 



Nolte, August G. Dec. 30, 1916 

Asst. Physiologist, Balboa Heights, C. Z. 

NoscBOSS, Paul H. Oct. 21, 1919 

Cons. Engr., Atlanta, Ga. 

Nobbis, John Alexandeb June 16, 1920 

State Bd. of Water Engrs., Capitol Sta., Austin, Tex. 

Nobton, Eliot B., Supt. Water Works Co., Cambridge, Oct. 21, 1919 

N. Y. 

Nubbling, Emil L. May 29, 1895 

Ch. Engr., Bur. of Water, Reading, Pa. 

Ntb, William W., May 12, 1905 

Trustee, Kennebec Water Dist., Fairfield, Me. 

O'Haea, Michael J. Mch. 16, 1920 

Supt. Public Works, City Hall, Hudson, N. Y. 

0"Meara, Robert J. Feb. 9, 1917 

516 West 184th St., New York, N. Y. 

O'Neill, Joseph W. Apr. 24, 1920 

Supt. Meter & Inspn. Dept. of Wtr., City Hall, 
Montreal, Canada 

O'Roubke, James Nov. 14, 1915 

Supt. of Water Wks., Fulton, 111. 

O'Shaughnesst, Jerry June 7, 1909 

Supt. Div. of Water, Columbus, Ohio. 
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O'Shatjghnessy, M. M. July 18, 1907 

City Engr., 2732 Vallejo St., San Francisco, Cal. 

Ohliger, L. B. Nov. 12, 1919 

Supt. Water Works, Canton, O. 

Olmsted, Charles S. Apr. 17, 1916 

Supt. Monterey Co. Water Wks., Pacific Grove, Cal. 

Orchard, William J. Aug. 16, 1917 

San. Engr., 349 Broadway, New York, N. Y. 

Orb, Alexander, C.E. Aug. 7, 1909 

Ch. Engr. Gloversville Water Wks., 
Gloversville, N. Y. 

Osgood, Manley June 10, 1920 

Engr. Detroit Bur. Gvt. Research, 100 Griswold 
St., Detroit, Mich. 

Owens, Robert B., B.A., B.E. Apr. 27, 1914 

Govt. Bldgs., Edmonton, Alberta, Can. 

Paitovi, Antonio, C.E. July 27, 1919 

Belgrano 3750, Buenos Aires, A. R. 

Pardee, Howard J. Nov. 12, 1919 

Eng. Dept. Wallace & Tiernan Co., 466 Peoples 
Gas Bldg., Chicago, 111. 

Parker, C. B. Dec. 5, 1914 

Asst. Supt. Pipe System, Hackensack Water Co., 
Weehawken, N. J. 

Parker, Charles T. Jan. 30, 1915 

Ch. Engr. Alton Water Co., 436 Jefferson St., 
Alton, 111. 

Parker, Horatio Newton June 16, 1920 

City Bact. & Chst., Main & Orange Sts, Jackson- 
ville, Fla. 

Parr, S. W. Jan. 29, 1915 

Prof. App. Chemistry, Univ. of 111., Urbana, 111. 

Path, R. L. May 29, 1911 

Mgr. City Water Co., Springfield, Mo. 

Patterson, Wm. G. May 12, 1915 

Supt., 20 Gerald Ave., Highland Park, Mich. 

Patton, W. A. June 7, 1904 

Prest. & Mgr. Water Co., Catlettsburg, Ky. 

Patton, W. S. May 7, 1917 

Supt. Ashland Water Wks., Ashland, Ky. 

Patson, Edgar R. June 27, 1905 

Prest American Water Supply Co., Portland, Me. 
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Pbarse, Langdon 

San. Engr., The San. Dist. of Chicago, S. O. Bldg., 
910 S. Michigan Ave., Chicago., 111. 

Pearson, Wallace M. 

Commercial Bank, Fowlerville, Mich. 

Peart, John 

Water Supply Engr., Met. W. S. & S. Bd. Brisbane, 
Queensland 

Peck, Ermon M. 

Cons. Engr., 260 Edgewood St., Hartford, Conn. 

Peck, Warren O. 

Supt. Bd. Wtr. Comnrs., Dunkirk, N. Y. 

Pedroso, Alex. M., M.D. 

40 Jos6 Bonifacio, Sao Paulo, Brazil 

Pbrrow, Mosbt Garland 

Health Officer, Lynchburg, Va. 

Perry, William 

Hyd. Engr., Maplewood Ave., Cote des Neiges, 
Montreal, Quebec 

Peterson, Leonard 

Supt. Wtr. Wks. Pwr. & Lt. Co., Crookston, 
Minn. 

Phelps, Earle B. 

Chemist, 46 Phelps Road, Ridgewood, N. J. 

Phillips, Clifford French 

Cons. Engr., 604 Kingshighway Park, St. Louis, Mo. 

Phillips, Hiram 

Cons. Engr., 201-2 Fullerton Bldg., St. Louis, Mo. 

Phillips, John M. 

Const.. Engr. Supt. John T. Brady Co., J. C. Duplicate 
72 in. Pipe Lines, Boonton, N. J. 

Pincus, Sol 

Assoc. San Engr., U. S. Pub. Hlth. Svce., Wash- 
ington, D. C. 

Pirnie, Malcolm 

Cons. Engr., 30 East 42nd St., New York, N. Y. 

Pitcher, F. H. 

Gen. Mgr. & Ch. Engr., Montreal Water & Power 
Co., Place D'Armes Square, Montreal, Can. 

Pitney, Frederic V., C.E. 

21 South St., Morristown, N. J. 

Plamondon, Adrien, C.E. 

Engr. and Contr., 70 St. James St., Montreal, Can. 
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Pollard, Seabtjry G. June 5, 1912 

1700 Electric Ave., South Pasadena, Cal. 

Pollard, W. D. May 18, 1892 

Genl. Mgr. Pottsville Water Co., Pottsville, Pa. 

Porier, George June 2, 1920 

French Water Works, 227 Avenue Dubail, Shang- 
hai, China. 

Porter, D. P. Sept. 22, 1916 

Supt. Water Wks., 1502 E. 8th St., Pueblo, Col. 

Porzelius, A. F. July 7, 1920 

Constr. Engr. Am. W. W. & El. Co., 2114 First 
Ave., Birmingham, Ala. 

Potteiger, Capt. C. R. May 26, 1920 

Camp Utilities, Camp Meade, Md. 

Potter, Alexander July 18, 1907 

Cons. Engr., 50 Church St., New York, N. Y. 

Potts, Cltdb July 10, 1906 

C. & San. Engr., 30 Church St., New York, N. Y. 

Powell, Alexander C. Mar. 12, 1910 

Chem. Bangor Filter Plant, Bangor, Me. 

Powell, Sheppard T. July 10, 1906 

Chem. Baltimore Co. Water & Electric Co., 100 W. 
Fayette St., Baltimore, Md. 

Powers. Jerome, C.E. Feb. 28, 1907 

110 Mountain Ave. S. W., Roanoke, Va. 

Pownall, William A. Apr. 19, 1915 

Mech. Engr. Wabash R. R., Decatur, 111. 

Pract, George Wesley May 18, 1915 

Supt. Spring Valley Wtr. Co., 375 Sutter St., 
San Francisco, Cal. 

Pradas, Armando C. Feb. 17, 1920 

Engr. in Chge. Pvg. & Swge., Camaguey, Cuba. 

Pratt, Charles May 18, 1915 

City Engr. & Supt. Water Wks., 1315 S. Santa F6 
Ave., Chanute, Kans. 

Pratt, Gilbert H. June 5, 1916 

Chem. and San. Engr., 144 Whitford Ave., Nutley, N. J. 

Prat, John W. June 24, 1918 

Supt. Water Wks., Ft. Dodge, la. 

Prince, George T. July 10, 1906 

Cons. Engr., 401 Peters Trust Bldg., Omaha, Neb. 

Probasco, Selden R., C.E. May 9, 1916 

Burlington, N. J. 
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Pbochnow, Henry O. June 9, 1919 

Supt. Water Works, West Allis, Wis. 

Pbovost, Andrew J., Jb. May 12, 1908 

San. Expert & Hyd. Engr., 39-41 W. 38th St., New 
York, N. Y. 

Pbuett, G. C, C.E. Feb. 2, 1914 

Capt. Engrs. U. S. A., Box 775, Miles City, Mont. 

Pugh, Marshall R., C.E. Apr. 8, 1905 

230 Poplar Ave., Wayne, Pa. 

Pubdt, J. H. May 27, 1896 

c/o Amer. Water Wks. & Elect. Co., 50 Broad St., 
New York, N. Y. 

Quayle, LeRoy A. June 24, 1915- 

Mech. Engr., Water Dept., 1455 W. 98th St., Cleve- 
land, Ohio. 

Quick, Alfbed Mbbbitt, C.E. June 18, 1901 

418 Equitable Bldg., Baltimore, Md. 

Qtjigley, Lewis A. Nov. 18, 1918 

Supt. Water Dept., 533 Louisiana Ave., Lawrence, 
Kans. 

Race, Joseph May 18, 1914 

Mansion House, Hereford, England. 

Radclipfe, John L. Feb. 19, 1920 

Supt. Filtn., 663 Madison Ave., Elizabeth, N. J. 

Rader, R. P. May 12, 1908 

Supt. Lehigh Water Co., Easton, Pa. 

Raffo, Babtolome M. Sept. 26, 1917 

Ing. de las Obras Sanitarias de la Nacion, Calle Mor- 
eno 2602, Buenos Aires, R. Argentina 

Rains, J. M. May 12, 1908 

Supt. Water Wks., Lebanon, Ky. 

Ramsey, William H. C. Mch. 2, l»lfr 

632 Montgomery Ave., Bryn Mawr, Pa. 

Randall, W. H. June 8, 1909 

Mg. Dtr. Neptune Meter Co., Ltd., 1197 King St., 
West, Toronto, Ont. 

Randlett, Fbed Morse June 16, 1920 

Chf. Engr. Water Bureau, City Hall, Portland, 
Ore. 

Rapp, W. M. May 17, 1899 

Supt. Constr. Water Dept., P. O. Box 584, Atlanta, Ga. 

Raymond, George B. June 16, 1919 

Supt. Water Dept., Danbury, Conn. 
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Readshaw, G. A. Nov. 3, 1919 

Water Works Co., Sharon, Pa. 

Ridagan, John F., Jr. July 10, 1906 

1137 Park Ave., Utica, N. Y. 

Redfern, W. Blaine, B.A.Sc. Nov. 12, 1919 

E. A. James Co., Ltd., Cons. Engrs., 167 Mac- 
donell Ave., Toronto, Ont. 

Rued, D. A. Sept. 20, 1913 

Mgr. Water & Light Dept., Duluth, Minn. 

Reed, W. F. June 7, 1916 

Supt. Water Works, Kalamazoo, Mich. 

Rees, S. P., C.E. May 7, 1917 

2368 Sherbrook St., E. E., Pittsburgh, Pa. 

Reid, Walter Mch. 2, 1915 

Supt. Water Wks., Springfield, 111. 

Reimer, Arthur A. May 12, 1908 

Cons. Engr., 45 So. Maple Ave., East Orange, N. J. 

Reoch, Albert G. Dec. 26, 1919 

Asst. Hyd. Engr. Montclair Wtr. Co., 158 Ellison 
St., Paterson, N. J. 

Rbtbr, George Apr. 16, 1884 

Supt. Water Wks., Nashville, Tenn. 

Rhyntts, Clarence Paulding May 14, 1912 

119 Lincoln Road, Maryville, Tenn. 

Rice, Clifton L. July 7, 1920 

Genl. Del., West Palm Beach, Fla. 

Rice, P. D. May 18, 1915 

Spring Valley Water Co., 639 Bryant St., San Fran- 
cisco, Cal. 

Richards, Arthur Nov. 2, 1915 

County Surveyor's Office, Columbus, Ohio 

Richardson, Charles G. July 7, 1920 

Sales Mgr. Builders Iron Frdy., Providence, R. I. 

Richardson, H. H. Aug. 15, 1920 

Chst., 1055 Ry. Exc. Bldg., St. Louis, Mo. 

Rider, Jane H. Aug. 18, 1920 

Dctr. Ariz. State Lab., Tucson, Ariz. 

Rider, Joseph B. May 5, 1916 

Cons. Engr., South Norwalk, Conn. 

Ridley, Clarence Eugene Dec. 5, 1918 

City Engr. & Supt. Water Works, Port Arthur, Tex. 

Ringness, Henry Mch. 11, 1915 

Supt. of Accts., Peoria Water Wks. Co., 143-5 N. 
Jefferson St., Peoria, 111. 
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Ritchie, Edgar Gowak Sept. 16, 1912 

Engr. of Water Supply, Met. Bd. of Wks., Mel- 
bourne, Australia 

Roberts, Earl I. Nov. 11, 1918 

Asst. Engr. State Dept. of Hlth., Columbus, Ohio 

Roberts, Harrt N. Jr., Jan. 16, 1920 

Civ. & San. Engr., Box 9, Longview, Tex. 

Roberts, John S. Jr., June 19, 1920 

Borough Engr., Bristol, Pa. 

Roberts, William J. Oct. 19, 1914 

Ch. Engr. Inter-County River Improvement, 401 
Court House, Tacoma, Wash. 

Robinson, Brice J. May 20, 1920 

Mgr. Mutual Water Co., Atascadero, Cal. 

Robinson, Leonard C. July 18, 1907 

Supt. Water & Sewer Dept., Concord, Mass. 

Robinson, William P. June 8, 1897 

1700 East 3rd Ave., Denver, Colo. 

Rodman, George Edward Jan. 24, 1917 

Asst. Engr. Dept., W. S. G. & E., 2449 Municipal Bldg., 
New York, N. Y. 

Rohrbach, William R. July 10, 1906 

Mgr. Sunbury Water Co., Sunbury, Pa. 

Romig, C. O. Oct. 23, 1917 

Secty. & Supt. Wtr. Sup. Co., Dennison, O. 

Roos, Charles M. May 18, 1913 

Supt. Cairo Water Co., Cairo, 111. 

Roper, Roswell M. May 10, 1919 

Eng. & Secty. Bd. of Water Comnrs., East Orange, 
N. J. 

Rosenthal, Helman June 3, 1918 

Supt. & Chf. Chmst. Water Purification Plant, 
Dallas, Tex. 

Rosenstreter, Herman Mch. 12, 1908 

Engr. of Water Supplies, City Hall, Newark, N. J. 

Ross, Charles H. July 10, 1906 

Supt. Water Dept., Brockport, N. Y. 

Ross, R. A. May 15, 1914 

Cons. Engr., 2 Youville Square, Montreal, Can. 

Rossiter, Edgar A.. C.E. Oct. 14, 1918 

Room 1001, 127 N. Dearborn St., Chicago, 111. 

Routh, James W. June 4, 1920 

Dctr. Bur. Mcpl. Research, 25 Main St. East, 
Rochester, N. Y. 
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Routlege, George Graham Mch. 18, 1919 

Asst. Supt. Water Distb. Section, 332 St. Claire 
Ave., E. Toronto, Ont. 

Rubet, James R., C.E. Mch. 13, 1920 

City Engr., Box 411, Ely, Minn. 

Rttsdsrow, Maurice B. June 23, 1914 

Mgr. Merchantville Water Co., Merchantville, N. J. 

Rue, J. A. Apr. 7, 1916 

Water Engr. Cent. 111. Pub. Service Co., 1217 Mar- 
shall Ave., Mattoon, 111. 

Ruggles, Arthur V. Aug. 18, 1920 

Engr. Constn. & Supv. Wtr. Dept., City Hall, 
Cleveland, O. 

Russell, Carlton A. May 19, 1919 

Chemist, City Water Co., 31 Mill St., New Castle, 
Pa. 

Russell, Norman F. S. Dec. 10, 1915 

1421 Chestnut St., Philadelphia, Pa. 

Rust, C. H. June 24, 1903 

Toronto El. Lt Co., 12 Adelaide St., Toronto, Ont. 

Ruttan, H. N. May 12, 1908 

Cons. Engr., 802 Confederation Life Bldg., Win- 
nipeg, Manitoba. 

Ryan, William G. Mar. 26, 1910 

San. Engr., 34 West St., Florence, Mass. 

Ryle, John Dec. 3, 1919 

Asst. Engr. Passaic Water Co., 158 Ellison St., 
Paterson, N. J. 

Sackett, Robert L. Nov. 21, 1912 

Dean, School of Engrg., Pa. State College, State Col- 
lege, Pa. 

Salmond, James J. July 18, 1907 

Mgr. Canadian Engineer, 62 Church St., Toronto, 
Ont. 

Sanderson, A. U. June 9, 1920 

Supt. Toronto Filtn. Plant, Foot of John St., 
Toronto, Canada. 

Sando, Will J. June 27, 1905 

Cons. Engr., 1013-16 Wells Bldg., Milwaukee, Wis. 

Sandquist, Gustav Apr. 19, 1919 

Foreman Filter Plant, 101 University Ave., S. E., 
Minneapolis, Minn. 

Sands, Charles G. May 9, 1916 

Supt. Gt. South Bay Water Co., Bay Shore, L. I. 

Sanzenbacher, George June 27, 1905 

Engr. & Supt. Dept. of Water, Newark, N. J. 
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Sargent, George H. Aug. 26, 1916 

Supt. Water Wks. & City Engr., La Grange, Ga. 

Saunders, Frederick Walter Theodore May 12, 1908 

Port Augusta, South Australia 

Saunders, Wm. E., E.M. July 26, 1919 

Librarian, United Gas Improvement Co., Broad & 
Arch Sts., Philadelphia, Pa. 

Saville, Caleb Mills Mch. 18, 1916 

Mgr. & Chf. Engr. Wtr. Wks., Pilgara Building, 
Hartford, Conn. 

Saville, Thorndikb Aug. 18, 1920 

Assoc. Prof. Hyd. & San. Eng., Univ. of N. C, 
Chapel Hill, N. C. 

Sawai, Junichi July 21, 1919 

Chf. Engr. Water Works, Osaka, Japan 

Sawin, Luther R. July 14, 1916 

Bact. in Chge. of Mt. Kisco Lab., Mt. Kisco, N. Y. 

Sater, Fred D, Apr. 22, 1914 

Borough Engr. & Supt. of Water, Brookville, Jef- 
ferson Co., Pa. 

Scarth, Staniland Aug. 9, 1916 

Supt. Water, Sewer & Lt., Newark, N. Y. 

Scha'rpf, Maurice R., May 14, 1914 

Asst. Chf. Engr. Morris Knowles, Inc., 1200 Jones 
Bldg., Pittsburgh, Pa. 

Scherer, Frederick G. Dec. 26, 1919 

Asst. Engr. Bureau of Water, 783 S. 17th St., 
Newark, N. J. 

Schiedel, C. W. Jan. 20, 1915 

Secy-Treas. & Genl. Mgr., Water & Light Com'n, 
Waterloo, Ont. 

Schlavitz, Abraham Apr. 16, 1920 

Civ. & San. Engr., c/o Clyde Potts, 30 Church 
St., New York, N. Y. 

Scholz, Robert O. Feb. 19, 1916 

Asst. Engr. Dept. of Water, 45 Seymour Ave., New- 
ark, N. J. 

Schultz, Frank T. June 9, 1919 

Supt. Water Works, Columbia City, Ind. 

Schwabe, Walter P. Nov. 3, 1916 

Prest. & Mgr. The Thompsonville Water Co., 15 
Central St., Thompsonville, Conn. 

Schwartz, Frederick W. July 18, 1907 

439 Hamilton St., Albany, N. Y. 

Schwartz, J. S. Nov. 18, 1919 

Constr. Engr., 1015 E. Boulder, Colorado Spgs., 
Col. 
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Schwinn, Phil Apr. 26, 1916 

Genl. Mgr. City Wtr. Wks., Dubuque, la. 

Scofield, C. I. Apr. 22, 1920 

Canadian Fire Und. Assn., 524 Coristine Bldg., 
Montreal, Can. 

Scott, Walter M. Mch. 11, 1914 

Cons. Engr., 18S Montrose St., River Heights, Win- 
nipeg, Manitoba. 

Seabbooke, Theo. R., Feb. 23, 1920 

Chemist, N. W. Brch. Mgr. J. B. Clow & Sons, 
445 McKnight Bldg., Minneapolis, Minn. 

Seeey, Francis J. Nov. 3, 1919 

Prof. Hyd Eng., Cornell Univ., 504 University 
Ave., Ithaca, N. Y. 

Seibbrt, Joseph Jan. 25, 1912 

Supt. Water Wks., St. Cloud, Minn. 

Semans, Carl R. June 8, 1904 

Mgr. Water, Lt. & Power Co., Washington, Ind 

Senior, Samuel Palmer July 10, 1906 

V.-Prest. & Engr. Bridgeport Hydraulic Co., 
Bridgeport, Conn. 

Sharp, John T., Jr. Apr. 27, 1910 

Supt. Elect. Lt. & Water Co., Canton, Miss. 

Shaw, A. W. Jan. 17, 1911 

Supt. Water Wks., Brandon, Manitoba, Can. 

Shaw, Walter A. July 10, 1906 

State Pub. Util., 1509 Farwell Ave., Chicago, III. 

Shawver, C. B. Oct, 21, 1919 

Supt. Water & Elect. Plant, Springfield, Tenn. 

Shepard, C. T. Oct. 7, 1919 

Supt. Dept. Pub. Serv., Walnut & Sixth Sts., Ni- 
agara Falls, N. Y. 

Shepard, James A. Apr. 5, 1918 

Supt. Bisbee-Naco Water Co., Bisbee, Ariz. 

Shepherd, A. B. May 27, 1896 

2d V.-Prest. Woodlawn Water Co., Pittsburgh, Pa. 

Shepperd, F. W. Apr. 8, 1888 

Fire & Water Engineering, 1006 East 31st St., 
Brooklyn, N. Y. 

Sherman, Charles W. May 14, 1914 

Cons. Engr., 14 Beacon St., Boston, Mass. 

Sherman, Richard U. Mch. 12, 1910 

407 Mayro Bldg., Utica, N. Y. 
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Sherman, Richard W. Apr. 4, 1918 

Cons. Engr., 30 The Olbiston, Utica, N. Y. 

Sherman, Walter J., C.E. May 12, 1908 

The W. J. Sherman Co., Toledo, Ohio. 

Sherrerd, Morris R. June 7, 1897 

Chf. Engr., Street & Water Commission, City Hall, 
Newark, N. J. 

Shibley, E. H. June 2, 1920 

Supt. Port Costa Wtr. Wks., 433 California St. 
San Francisco, Cal. 

Shibley, Kenneth Sept. 1, 1915 

C. & Hyd. Engr., 1218 Merchants Exch., San Fran- 
cisco, Cal. 

Shields James Ralph May 15, 1920 

San. Engr., 3315 You St., Sacramento, Cal. 

Shields, W. S. May 17, 1899 

1201 Hartford Bldg., Chicago, 111. 

Shipman, Eugene H. July 20, 1920 

Prest. Clear Springs Wtr. Co., 624 North Main 
St., Bethlehem, Pa. 

Shobmaker, G. E. June 5, 1911 

Gen Mgr. Water Wks., Waterloo, la. 

Showell, Edward B., Jr. Mch. 21, 1913 

133— 5th St., Carney's Point, N. J. 

Shreve, B. F. Haywood Aug. 18, 1920 

Prest. Mt. Holly Wtr. Co., Mt. Holly, N.J. 

Siddons, Joseph S. V. Feb. 28, 1916 

Supt. Torresdale Filters, 1648 Dyre St., Philadel- 
phia, Pa. 

Siems, V. Bernard May 11, 1914 

Pr. Asst. Engr. City Water Dept., E. & C. Div., 
Wolfe and Oliver Sts., Baltimore, Md. 

Simin, Boris N..C.E., June 10, 1911 

Razgulay 3, Moscow, Russia. 

Simonds, Fred W. May 13, 1918 

c/o W. M. Piatt, Cons. Engr., Durham, N. C. 

Simons, Jr., George W. July 2, 1920 

Chf. San. Engr., State Bd. of Hlth., Jackson- 
ville, Fla. 

Sjoblom, M. C. Dec. 31, 1915 

Asst. Engr. State Bd. of Health, State Capitol, 
Springfield, 111. 

Skinker, Thomas J. May 7, 1920 

Supt. Chain of Rocks Fit. Pint., St. Louis, Mo. 
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Smalshaf, A. J. Dec. 26, 1916 

Asst. San. Engr. U. S. Pb. Hlth. Svce., Colum- 
bus, Ga. 

Smith, Arthur H. May 8, 1918 

141 Beechwood Ave., Bound Brook, N. J. 

Smith, E. H. May 12, 1914 

Mgr. N. J. Water Serv. Co., 3 Ellis St., Haddonfield, 
N.J. 

Smith, Edward E. Aug. 16, 1920 

2nd Supt. Filtn., Lima, O. 

Smith, Elroy G. June 16, 1920 

Cons. Engr., 313 Herald Bldg., Augusta, Ga. 

Smith, Ernest I. Feb. 11, 1919 

Engr. Underwriters Assn. of N. Y., 700 Gurney 
Bldg., Syracuse, N. Y. 

Smith, Gordon Z. June 11, 1915 

820 Main St., Bridgeport, Conn. 

Smith, J. Waldo June 15, 1898 

Ch. Engr. Bd. of Water Supply, Municipal Bldg., 
New York, N. Y. 

Smith, Karl H. May 10, 1918 

Supt. Elect. Lt. & Water Wks., Grafton, N. D. 

Smith, L. B. July 21, 1915 

Mgr. Westmoreland Water Co., Greensburg, Pa. 

Smith, Leon A. May 19, 1916 

Supt. Water Works, City Hall, Madison, Wis. 

Smith, Mbrritt Haviland July 15, 1915 

Chi. Engr. Bureau of Water Supply, Municipal 
Bldg., New York, N. Y. 

Smith, O. E. ' May 1, 1920 

Cons. Engr., Concord, N. C. 

Smith, Owen T. Sept. 7, 1893 

Supt. Water Wks., Freeport, 111. 

Smith, R. J. June 10, 1911 

Mgr., Secy.-Treas., Perth Hydro-Electric System, 
Perth, Ont. 

Smith, W. Z. Apr. 27, 1910 

Genl. Mgr. Water Wks., 442 Luckie St., Atlanta, Ga. 

Smithrim, E. R. Apr. 3, 1919 

Secty.-Treas. Pub. Util. Comn., Box 55, Strath- 
roy, Ont. 

Smoot, L. D. June 4, 1912 

Comr. Pub. Wks., Bd. of Bond Trustees, Water 
Works & Improvement Bonds, Jacksonville, Fla. 

Snbll, George H. July 10, 1906 

49 County St., Attleboro, Mass. 
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Snyder, Frederic Antes Mch. 13, 1920 

Engr. Commonwealth Water Co., Summit, N. J. 

Solleder, Albert L., B.S. Mch. 16, 1920 

Engr. N. Y. Cont. Jewell Pilt. Co., Box A, Nutley, 
N. J. 

Soplin, Joseph W. Sept. 30, 1919 

Supt. Water & Ltg. Co., Princeton, Ind. 

Sosnowski, John B. May 29, 1920 

Vice-Pres. Bd. Wtr. Cmnrs., 1093 E. Grand Boule- 
vard, Detroit, Mich. 

Spalding, George R. Mch. 11, 1914 

Chem. Hackensack Water Co., New Milford, N. J. 

Spear, Walter E., Jan. 8, 1915 

c/o Ford, Bacon & Davis, Bank of Piraeus, Athens, 
Greece 

Speller, Frank Newman June 10, 1920 

Metallurgical Engr., 1802 Frick Bldg., Pitts- 
burgh, Pa. 

Spencer, C. A. Oct. 10, 1919 

Supt. Mountain Wtr. Sply Co., 208 Couler Bldg., 
Greensburg, Pa. 

Sperrt, Walter A. Dec. 5, 1914 

Chem. Filtn. Plant, Grand Bapids, Mich. 

Spiller, H. C. July 2, 1918 

Prest. Jackson Wtr. Sup. Co., 17 Water St., Boston, 



Spire, Leonard S. July 5, 1918 

Chf. Pitometer Operator, Bureau of Water, 50 Lake 
View Ave., Buffalo, N. Y. 

Stainton, H. June 26, 1916 

Waterworks Insp., Western Canada Fire Under- 
writers Assn., Box 2973, Winnipeg, Man. 

Stanfield, A. C, C.E. Dec. 24, 1914 

Pana, 111. 

Stanton, Edwin M. Sept. 30, 1919 

Chst. & Bact. in chge. of State Pub. Hlth. Labs., 
P. O. Box 607, Bismarck, N. D. 

Stark, Burr M., C.E. Dec. 26, 1919 

Comnr. of Pub. Wks., Amsterdam, N. Y. 

Starr, Ronald H., B.A.Sc, Jan. 16, 1920 

Engr. Wtr. Lt. & Pwr. Wks., Box 694, Orillia, Ont. 

Stearns, Harrington P. Jan. 29, 1914 

c/o Queens County Water Co., Far Rockaway, N. Y. 

Steele, J. A., Jr. Mch. 7, 1916 

Mgr. City Water Wks., Vicksburg, Miss. 
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Stein, Milton F. June 16, 1919 

San. Engr., 6753 Lafayette Ave., Chicago, 111. 

Stephen, Charles Apr. 21, 1916 

Supt. Engr., Macdonald College, P. Q., Canada. 

Stephen, D. R. Nov. 3, 1919 

Supt. Wtr. Lt. & Ht. Comn., Box 333, St. Marys, 
Ont. 

Stephenson, Frank H. May 24, 1920 

Asst. Civil Engr., Water Works Park, Detroit, 
Mich. 

Stevens, Fred O. Oct. 7, 1919 

Engr. & Supt. Water Works, E. Weymouth, Mass. 

Stevens, Harold C. May 9, 1914 

Cons. Engr., 150 Nassau St., New York, N. Y. 

Stevens, Harry May 12, 1916 

Cons. Engr. Union Tr. Bldg., Washington, D. C. 

Stevenson, W. B. Feb. 23, 1920 

Cons. Engr., Moorehead, Minn. 

Stewart, Fred J. Apr. 12, 1920 

Pr. Asst. Engr. c/o M. G. Hall, Centerville, la. 

Stewart, R. J. June 21, 1920 

Town Engr., Renfrew, Ont. 

Stone, E. W. Sept. 22, 1916 

Analyst, Pueblo Water Wks., P. O. Box 818, Pueblo, 
Col. 

Stone, R. D. Dec. 16, 1915 

Prest. & Mgr., 400 Chestnut St., Philadelphia, Pa. 

Stobbib, William, C.E. Mch. 11, 1915 

Room 409, Confederation Life Bldg., Toronto, Ont. 

Storbs, John W., C.E. Oct. 7, 1919 

Mbr. N. H. Pub'. Serv. Comn., Concord, N. H. 

Story, Stephen Bond Mch. 30, 1920 

Engr. Bur. Mun. Research, 25 Main St., East, 
Rochester, N. Y. 

Stover, Frederick H. June 3, 1912 

Crescent Hill Filters, Louisville, Ky. 

Streeter, H. W. Apr. 16, 1915 

Assoc. San. Engr. U. S. Pub. Hlth Serv., East 3rd 
and Kilgour Sts., Cincinnati, Ohio. 

Stromquist, W. G. Nov. 3, 1914 

U. S. Public Health Service, Room 17 Court House, 
Memphis, Tenn. 

Strothman, L. E. ^p». 14, i9io 

Vice Prest. & Genl. Mgr., The Richardson-Phenix 
Co., 120 Reservoir Ave., Milwaukee, Wis. 
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Sullivan, C. J. June 26, 1913 

Supt. Water Wks., 319— 2d Avenue N., Chisholm, 
Minn. 

Surveyer, Arthur Apr. 18, 1916 

Cons. Engr., 274 Beaver Hall Hill, Montreal, Can. 

Suter, Russell Oct. 9, 1914 

Sr. Asst. Engr., Cons. Comn., Albany, N. Y. 

Sutherland, Ian M., M.C.E. June 16, 1920 

Engng. Drftsmn. M. M. B. W., 110 Spencer St., 
Melbourne, Australia. 

Suttle, Clifford B., C.E. June 10, 1919 

Asst. Treas. Tampa Water Works Co., 1007 So. 
46th St., Philadelphia, Pa. 

Sweet, E. O., C.E. May 19, 1916 

Birmingham Water Wks. Co., 1106j Virginia Ave., 
Birmingham, Ala. 

Switzer, John A. May 10, 1915 

Cons. Engr., Prof. Hyd. & San. Engrg., Univ. of 
Tenn., Knoxville, Tenn. 

Sylvester, Elbert W. June 2, 1916 

City Engr. & Supt. Pub. Wks., Municipal Bldg., Pough- 
keepsie, N . Y. 

Symons, M. M. Feb. 8, 1915 

Ch. Engr. Interstate Water Co., 1009 W. Fairfield 
St., Danville, 111. 

Tabbr, George A. June 3, 1912 

Cons. Engr., Park Row Bldg., New York, N. Y. 

Tainter, Frank Stone Oct. 4, 1919> 

Cons. Engr., Far Hills, N. J. 

Talbot, Arthur N. Aug. 22, 1894 

Prof. Municipal & San. Engrg., Univ. of 111., Ur- 
bana, 111. 

Talbot, Earle May 1, 1920 

Secty., Treasr. & Genl. Asst. Supt., Hackensack 
Water Co., Box F, Weehawken, N. J. 

Talbott, Frank _ June 7, 1904 

Supt., Secty., & Treas. Water Wks., Danville, Va. 

Tallon, Egbert P. June 30, 1920 

Supt. Water Works, Box 381, R 2, Longbeach, Cal. 

Tanner, Fred W., Ph.D. Not. 3, 191* 

Bact. Dept., 361 Chem. Bldg., Univ. of 111., Urbana, 
111. 

Tanner, I. B. Sept. 5, 1919 

Supt. Water Serv. Dept., J. E. Nelson & Sons, 
8240 S. Michigan Ave., Chicago, 111. 
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Tare, Charles W. Nov. 12, 1919 

Divn. Eng., Morris Knowles, Inc., Engrs., 325— 7th 
St., Elyria, Ohio 

Tarr, H. G. H. May 31, 1911 

400 Chestnut St., Philadelphia, Pa. 

Tat, Samuel Wright July 14, 1920 

San. Engr., Ttl. Bd. of Hlth., Hawaii, 2413 Lower 
Manoa Road, Honolulu, T. H. 

Taylor, George R. May 11, 1908 

San. Chem., 115 Wyoming Ave., Scranton, Pa. 

Taylor, John T. Sept. 30, 1919 

Gnl. Mgr. Beaver Valley Water Co., Beaver 
Falls, Pa. 

Taylor, Laurence R. Apr. 4, 1919 

Dctr. Scientific Dept., French Lick Spa Hotel Co., 
French Lick, Ind. 

Taylor, Samuel A. June 10, 1902 

Cons. & Constr. Engr., 5th Floor, 2d Natl. Bk. 
Bldg., Pittsburgh, Pa. 

Taylor, Stephen H. June 3, 1919 

Asst. Supt. Water Works, 312 Municipal Bldg., 
New Bedford, Mass. 

Taylor. W. E. July 18, 1903 

Ch. Engr. Water Co., Water St. & Big 4, Terre 
Haute, Ind. 

Taylor, Walter H., Jr. June 9, 1919 

Dir. Pub. Wks., Municipal Bldg., Norfolk, Va. 

Terrault, H. A., C.E. Apr. 24, 1920 

Eng. Supt. Water Works, City Hall, Montreal, 
Canada 

Thayer, Frederick C. May 12, 1908 

Prest. Kennebec Water Dist., Waterville, Me. 

Thomas, Robert J. May 16, 1900 

85— 11th St., Lowell, Mass. 

Thompson, Alvin B. July 20, 1919 

Asst.. Supt. Kennebec Water Dist., Waterville, Me. 

Thompson, John William May 11, 1920 

Contr. for Artesian Wells & Water Sup. Systems, 
Port Washington, N. Y. 

Thompson, W. H. June 9, 1919 

Mgr. Water Works, Muncy, Pa. 

Thornell, Joseph B. Oct. 16, 1916 

Chem. Broadway Pumping Sta., Council Bluffs, 
Iowa 
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Thorsen, Martin Dec. 11, 1919 

Fid. Engr. c/o Wallace & Tiernan, 349 Broadway, 
New York, N. Y. 

Tighe, James L. Apr. 17, 1889 

Cons. Engr., 189 High St., Holyoke, Mass. 

Tilden, James A. Apr. 19, 1889 

Mech. Engr. Hersey Mfg. Co., Boston, Mass. 

Timonofp, V. E. May 12, 1914 

10 Shirokaia, St. Zarskoe Selo, near Petrograd, 
Bussia 

Tisdale, Ellis S. Aug. 26, 1916 

Asst. Engr. San. Engrg. Div., State Dept. of Health, 
Charleston, W. Va. 

Todd, William June 18, 1901 

Supt. Elect. Lt. & Water Wks., Austin, Minn. 

Tolles, Frank C. Mch. 2, 1916 

Civ. & San. Engr., 265 So. Columbus Ave., Mt. 
Vernon, N. Y. • 

Tolman, Mayo Jan. 8, 1915 

Community Councils of N. Y., Boom 2240 Munici- 
pal Bldg., New York, N. Y. 

Tolson, Albert Jan. 29, 1916 

Supt. of Filters, Bur. of Water, Philadelphia, Pa. 

Tomlinson, Sam July 14, 1887 

100 Robinson Rd., Singapore, S. S. 

Townlet, David H. May 26, 1916 

Engr., Elizabethtown Water Co., 139 Murray St., 
Elizabeth, N. J. 

Townsend, E. R. July 10, 1906 

Hyd. Engr., 209 W. Jackson Blvd., Chicago, 111. 

Townsend, Tulloch M. May 7, 1919 

Supt. Water Works, 105 University Place, Schenec- 
tady, N. Y. 

Totne, J. W. May 12, 1914 

Engineer, 448 Farmers Trust Bldg., South Bend, Ind. 

Trace, V. E. Aug. 1, 1920 

Supt. Wtr. Wks. Dept., Santa Barbara, Cal. 

Trautwine, John C, Jr., C.E. May 26, 1896 

257 S. 4th St., Philadelphia, Pa. 

Travis, F. M. July 20, 1917 

Prest., The Torrington Water Co., 77 Church St., 
Torrington, Conn. 

Tbax, E. C. June 6, 1911 

Chem., Filtn. Plant, McKeesport, Pa. 
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Treanor, Paul W. Apr. 13, 1918 

Comr. of Water Works, City Hall, Nashville, Tenn. 

Tremblay, Joseph June 21, 1920 

Cons. Engr., 61 Cherrier, Montreal, Canada. 

Trbthowan, H. C. Oct. 6, 1915 

Under Secty. for Water Supply, 56 James St., Perth, 
W. Australia. 

Tribus, Louis Lincoln, C.E. May 12, 1906 

15 Park Row, New York City. 

Trow, Linden C. June 10, 1912 

Supervising Engr., Mayo Clinic, Rochester, Minn. 

Tuckey, Wm. R. T., B.E., A.M.I.C.E. June 16, 1919 

Engr. & Mgr. Water Works Co., Tientsin, China. 

Tuttlb, Arthur S. July 10, 1916 

Asst. Ch. Engr. Bd. of Est. & Apport., Municipal 
Bldg., New York, N.Y. 

Underwood, A. L. Oct. 4, 1919 

Supt. Water & Sewers, 148 N. Pickering Ave., 
Whittier, Cal. 

VanBrunt, W. D. June 12, 1920 

Prest. Water Works Co., Southampton, N. Y. 

Van Gilder, L. July 10, 1906 

Engr. & Supt. Water Dept., City Hall, Atlantic 
City, N. J. 

Van Loan, Seth M. May 12, 1914 

Genl. Supt. Bureau of Water, 702 City Hall, Phila- 
delphia, Pa. 

tan Trump, S. N. Feb. 7, 1918 

Chf. Engr. & Supt. Water Wks., Wilmington, Del. 

Veatch, Francis M. Oct. 5, 1916 

San. Engr., c/o Hennington Eng. Co., Omaha, Neb. 

Veatch, N. T., Jr. Dec. 16, 1915 

Cons. Engr., 701-5 Mutual Bldg., Kansas City, Mo. 

Vermbulb, Cornelius C, C.E. June 8, 1909 

38 Park Row, New York, N. Y. 

Vertefeulle, Joseph A. May 16, 1918 

Asst. Engr. Dept. W. S. G. & E. of N. Y., 902 New 
York Ave., Brooklyn, N. Y. 

Vest, W. E. May 3, 1911 

Supt. Water Wks., Charlotte, N. C. 

Volkhardt, William June 11, 1902 

83 Prospect St., Stapleton, N. Y. 
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von Greyerz, Walo, C.E. 

Capt. Royal Swedish Corps Engr., Humlegards- 
gatan, 29, Stockholm, Sweden. 

Vrooman-, Morhell 

San. Engr., Gloversville, N. Y. 

Wadsworth, G. A. 

Supt. Water Dept., Evanston, 111. 

Wagenhals, Herbert H. 

U. S. Pub. Health Service, Marine Hosp., Cincin- 
nati, 0. 

Wagner, E. G. 

Supt. Water Wks. City Hall, Lewiston, Idaho. 

Wagner, H. F. 

Chem., Bur. of Water, Lab., Col. F. G. Ward Sta., 
Buffalo. N. Y. 

Wagner, Richard F. 

Asst. City Engr. & Supt. Fltn. Plant, Lynch- 
burg, Va. 



Walden, A. E. 
~ )t. " 
Id 



Supt. & Ch. Engr., 100 W. Fayette St., Baltimore, 
Md 



Walker, Elton D. 

Cons. Engr., Hyd. & San. Engrg., 215 So. Ather- 
ton St., State College, Pa. 

Walker Isaac 

Genl. Mgr. New Chester Wtr. Co., 594 Drexel Bldg., 
Philadelphia, Pa. 

Walker, William James 

Secty. Kingston Genl. Comn., Kingston, Jamaica, 
B. W. I. 

Wall, Edward E. 

Water Comnr., 312 City Hall, St. Louis, Mo. 

Wallace, Robert B. 

Water Wks. Trustee, Council Bluffs, la. 

Walradt, Arthur E. 

140 Nassau St., New York, N. Y. 

Wanless, George G. 

Comnr. Pub. Wks., Port Huron, Mich. 

Ward, Charles Maxwell 

Cons. Engr., 243 Bleury St., Montreal, P. Q. 

Warder, Charles 

Supt. Water Wks., Niagara Falls, Ont. 

Wardle, Andrew Nelson 

Asst. Engr. Div. of San. Engrg., State Dept. of 
Health, Charleston, W. Va. 
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July 22, 


1920 


Feb. 18, 


1913 


May 16, 


1914 


Aug. 26, 


1915 


Dec. 30, 


1916 


May 12, 


1914 


Nov. 3, 


1919 


May 12, 


1908 


July 18, 


1907 


Mch. 25, 


1919 


Dec. 26, 


1919 


June 7, 


1904 


Feb. 10, 


1917 


Jan. 12, 


191* 


June 10, 


1919 


June 21, 


1920 


Jan. 8, 


1916 


Sept. 8, 


1916* 
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Wardwell, Everett C. July 17, 1916 

Trustee Kennebec Water Dist., Waterville, Me. 

Waring, F. Holman Feb. 23, 1915 

Asst. Engr., Div. of San. Engrg., State Bd. of 
Health, Columbus, O. 

Warner, Donald T. Nov. 12, 1919 

Prest. Lakeville Water Co., Salisbury,- Conn. 

Warren, Charles E. Apr. 29, 1912 

Trustee Kennebec Water Dist., Waterville, Maine 

Warren, W. D. P. Mch. 30, 1920 

Cons. Engr., Milliken Bldg., Decatur, 111. 

Wartchow, George P. Oct. 4, 1919 

Supt. Water Works, 815 Valley St., Minot, N. D. 

Watkins, Thomas May 18, 1892 

Mech. Engr., Johnstown, Pa. 

Watters, George Lawrence Feb. 13, 1914 

c/o O. B. Hark, 147 East Goepp St., Bethlehem, 
Pa. 

Watts, H. T., C.E. July 7, 1920 

Supt. Wtr. Sup. Co., Box 134, Vincennes, Ind. 

Webster, David Louis, M.E. May 24, 1916 

Water Commr., 199 Brant Ave., Brantford, Ont. 

Webster, Edwin Roland Jan. 11, 1916 

Cons. Engr., Webster Bldg., 327,So. La Salle St., 
Chicago, 111. 

Wegman, Edward June 11, 1902 

Cons. Engr., 14 Morris Crescent, Yonkers, N. Y. 

Wmr, Albert H. June 18, 1901 

Prest. Baltimore County Water & Elect. Co., Bal- 
timore, Md. 

Welker, Joseph E. Jan. 20, 1916 

112 Moran St., Oil City, Pa. 

Wells, E. Kurtz, C.E. Apr. 24, 1919 

11 N. 5th St., Reading, Pa. 

Whlls, George M. May 5, 1913 

Cons. Engr., 40 Wall St., New York, N. Y. 

Wells, James P. Apr. 10, 1919 

Cons. Hyd. Engr., 249 Cutler Bldg., Rochester, N. Y. 

Wells, Paul J. Apr. 22, 1920 

Supt. Parks & Pub. Ppty., City Bldg., Sioux 
City, la. 
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Wenzell, H. C. June 20, 1920 

Comnr. Public Works, Court House, St. Paul, 
Minn. 

West, Geo. F. July 24, 1911 

Prest. Biddeford & Saco Water Co., Portland, Me. 

West, Geohge M. Mch. 17, 1916 

Supt., 168 First St., Lehighton, Pa. 

West, Vernon F. June 19, 1914 

Treasr. Rensselaer Water Co., Box 868, Portland, Me. 

West, Warren G. Apr. 1, 1918 

Supt. & Secty., The Leadville Wtr. Co., Leadville, 
Col. 

Westervelt, H. I. May 11, 1920 

Asst. Engr. Montclair Wtr. Co., 158 Ellison St., 
Paterson, N. J. 

Weston, Robert Spurr June 15, 1898 

Cons. San. Engr., 14 Beacon St., Boston, Mass. 

Wetter, Clarence H. July 15, 1915 

Supt. Water Wks., Tiffin, Ohio 

Wheeler. Major Robert C C.E. Oct. 23, 1914 

Barker & Wheeler, Engrs., 170 Broadway, New 
York, N. Y. 

Wheeler. William July 10, 1906 

Cons. C. E., 14 Beacon St., Boston, Mass. 

Whipple, George C. June 7, 1904 

Cons. Engr., Pierce Hall, Harvard Univ., Cam- 
bridge, Mass. 

White, Gilbert C, C.E. May 12, 1908 

Durham, N. C. 

Whitehotjse, Orville M. Apr. 3, 1919 

Supt. Filtn. Garner Print Wks., Wappingers Falls, 

N. Y. 

Whitlock. Augustus N. May 27, 1912 

204 Raritan Ave., New Brunswick, N. J. 

Whitman, Ezra B. Apr. 9, 1910 

Civ. & San. Engr., 139 W. Lanvale St., Baltimore, Md. 

Whitsit, Lawrence C. May 7, 1917 

City Engr., 110 California Ave., Highland Park, 
Mich. 

Whittakbr, H. A. June 24, 1913 

Dir. Div. of Sanitn., State Bd. of Health, Minne- 
apolis, Minn. 

Wickham, James T. Apr. 4, 1914 

Mount Folly, Wexford, Ireland 
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Wight, H. C. May 12, 1915 

Genl. Supt., Div. of Water, Dayton, 0. 

Wigley, Chester G., C.E. Apr. 27, 1910 

c/o Clyde Potts, 30 Church St., New York, N. Y. 

Wilcox, Frank L. Apr. 28, 1914 

Cons. Engr., Chemical Bldg., St. Louis, Mo. 

Wilcox, William F. Apr. 15, 1910 

Supt. Central Water Wks., Ensley, Ala. 

Wiles, C. W. May 17, 1899 

Mgr. Water Wks., Delaware, Ohio. 

Wilhelm, E. G. Feb. 15, 1917 

Secty.-Treas. Williamsport Water Co., Williams- 
port, Pa. 

Wilhelm, George Mch. 25, 1913 

Ch. Engr. East Bay Water Co., Oakland, Cal. 

Will, Charles K. Feb. 19, 1916 

Supt. Water Wks., 118 S. Queen St., Lancaster, Pa. 

Willard, Ernest C, C.E. Oct. 10, 1914 

Nortonia Hotel, Portland, Ore. 

Willett, J. F. Apr. 28, 1915 

Supt. City Water Dept., Billings, Mont. 

Willett, William M. Sept. 21, 1918 

Genl. Mgr. Murphysboro Wtr. Wks., Elect. & Gas 
Lt. Co., Aurora, 111. 

Williams, Gardner S. July 10, 1906 

Cons. Engr., Cornwell Bldg., Ann Arbor, Mich. 

Williams, Howard L. Aug. 28, 1894 

Supt. Water Wks., Ludington, Mich. 

Willson, William Jay June 7, 1916 

Supt. Water Wks., Greenwich, Conn. 

Wilson, John Dec. 22, 1919 

300 First Nat'l Bank, Duluth, Minn. 

Wilson, James B., Apr. 23, 1915 

Chief Engr. & Supt., Louisville Water Co., Louis- 
ville, Ky. 

Wilson, Jesse H., C.E. Feb. 8, 1918 

City Engineer, Idaho Falls, Idaho 

Wilson, Norman McLeod Ramsay Dec. 26, 1919 

Chf. Engr. Water Comnrs., Brantford, Ont. 

Wilson, Paul M. June 21, 1920 

Comnr. Water Works, Jackson, Tenn. 
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Wilson, William Dec. 16, 1919 

Civ. & Cons. Engr., Elks Bldg., Youngstown, O. 

Wingfield, Nisbet Dec. 9, 1910 

Cons. Engr., Augusta, Ga. 

Win-slow, C.-E. A. Jan. 30, 1915 

Yale Medical School, New Haven, Conn. 

Winslow, W. H. June 8, 1909 

V.-Prest. Superior Water, Lt. & Power Co., Superior, 
Wis. 

Wolbert, H. E. May 26, 1916 

Supt. N. Y. Inter-Urban Water Co., Mt. Vernon, 
N. Y. 

Wolman, Abel Mch. 11, 1918 

San. Engr., 16 West Saratoga St., Baltimore, Md. 

Wood, Edward R., Jr. Apr. 3, 1916 

Prest. & Treasr. Tampa Water Works Co., 401 
Chestnut St., Philadelphia, Pa. 

Wood, Walter June 7, 1904 

Prest. Millville Water Co., 400 Chestnut St., Phila- 
delphia, Pa. 

Woods, Harland Clark Aug. 14, 1919 

Prof. Civ. Eng. Roberts College, Constantinople 
Turkey. 

Woodward, F. R. June 10, 1920 

Owner Water Works, Hill, N. H. 

Woolfolk, Henry E. May 22, 1912 

Supt. Water Wks., Danville, Ky. 

Woollet, James June 21, 1920 

Meter Laboratory Chf., 135— 4th St., Newark, N. J. 

Worrell, Capt. M. L. June 24, 1903 

c/o Utilities, Camp Dix, Wrightstown, N. J. 

Worthen, Jesse M., M.D. June 9, 1909 

326 Grant St., San Jose, Cal. 

Wright, John Bertram, C.E. July 7, 1914 

Oxford, Mass. 

Wyckoff, Charles Rapelye, C. E., Apr. 2, 1918 

Cons. Engr. 150 Nassau St., New York, N. Y. 

Wynne-Roberts, R. O. Apr. 15, 1910 

40 Jarvis St., Toronto, Ont. 

Wyse, F. C. May 24, 1911 

City Engr., Columbia, S. C. 

Young, C. C. Jan. 27, 1914 

State Dept. of Health, Lansing, Mich. 
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Young, Charles May 20, 1920 

Supt. Water Works, P. O. Box 176, So. San Fran- 
cisco, Cal. 

Young, William R. June 8, 1904 

Registrar Water Wks., City Hall, Minneapolis, 
Minn. 

Zehr, Vratislav Adolph, M.E.. C.E. Apr. 1, 1918 

Cons. Engr., Box 119, Pekm, 111. 



CORPORATE MEMBERS 

Agua Pura Company May 24, 1904 

701 Douglas Ave., East Las Vegas, N. M. 

Akron City Water Works Apr. 30, 1913 

102 E. Mill St., Akron, Ohio 

Alexandria Water Co. Apr. 3, 1909 

Alexandria, Va. 

American Water Works and Electric Company, Inc. June 24, 1915 

H. Hobart Porter, Prest., 50 Broad St., New 
York, N. Y. 

Auburn Water Department Mch. 8, 1911 

Auburn, N. Y. 

Baton Rouge Water Works Company Apr. 13, 1914 

Baton Rouge, La. 

Bel Air Water & Light Co. Oct. 4, 1917 

Bel Air, Harford Co., Md. 

Benicia Water Co. May 29, 1920 

J. A. Wilcox, Cf. Engr., 603 Wells Fargo Bldg., 
San Francisco, Cal. 

Birmingham Water Company May 26, 1909 

Derby, Conn. 

Board op Fire and Water Commissioners Feb. 8, 1915 

City Hall, Kansas City, Mo. 

Board op Public Works June 24, 1915 

Water Dept., Court House, Boonville, Mo. 

Board op Water Commissioners Oct. 24, 1918 

Glens Falls, N. Y. 

Board op Water Commissioners June 21, 1920 

City Hall, Sheboygan, Mich. 

Board op Water Commissioners May 7, 1920 

J. R. McCollum, Chmnrs, Welland, Ont. 

Brantford Water Commissioners May 15, 1914 

Brantford, Ont. 

Bureau of Sanitary Engineering Feb. 5 1915 

State Bd. of Health, 532 W. Main St., Louisville, Ky. 

Bureau op Water Works and Supply Apr. 18, 1910 

645 S. Olive St., Los Angeles, Calif. 
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Canton Water Works Oct. 14, 1914 

City Hall, Canton, 111. 

Cedar Rapids Water Commissioners June 23, 1913 

Cedar Rapids, Iowa 

Citizens Water Supply Co. Jan. 30, 1911 

Elmhurst, Long Island, N. Y. 

City Water Department May 22, 1919 

J. J. Breister, Supt., Fond du Lac, Wis. 

City op Amsterdam July 10, 1912 

Dept. Pub. Wks., Amsterdam, N. Y. 

City op Fredericksburg, Feb. 17, 1919 

L. J. Houston, Jr., City Mgr., Fredericksburg, Va. 

City Water and Light Company Apr. 17, 1909 

Sault Ste. Marie, Ont. 

Columbia Water and Light Company Apr. 30, 1918 

Columbia, Tenn. 

Commissioner of Public Property June 4, 1912 

Newport, Ky. 

Commissioners of Public Works May 23, 1912 

Charleston, S. C. 

Commissioners op Water Works in City op Erie May 31, 1911 

701 French St., Erie, Pa. 

Committee on Water Works June 17, 1920 

Wm. R. Young, Registrar, Minneapolis, Minn. 

Conservative Water Co. Nov. 3, 1919 

8619 Fir St., Los Angeles, Cal. 

Corning Water Works Apr. 9, 1913 

Corning, N. Y. 

Davenport Water Co. July 7, 1919 

Davenport, Iowa. 

Dept. Legislative Reference June 16, 1919 

Horace E. Flack, Executive, City Hall, Bal- 
timore, Md. 

Department of Parks and Public Property Mch. 20, 1916 

D. E. Dampman, Supt., City Hall, Reading, Pa. 

Department of Public Property Jan. 29, 1916 

H. M. Oldefest, Comnr., Moline, 111. 

Department of Public Service Feb. 4, 1913 

Grand Rapids, Mich. 

Department of Public Utilities Dec. 17, 1917 

Room 302, City Hall, Portland, Ore. 
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Dover Water Commissioners 

Jos. V. Baker, Clerk, Dover, Morris Co., N. J. 

Dubuque City Water Works 

J. W. McEvoy, Supt., Dubuque, la. 

Eagles Mere Water Company 
Eagles Mere, Pa. 

East Bay Water Company 
Oakland, Cal. 

East Orange Board of Water Commissioners 
East Orange, N. J. 

Eastern Illinois Utilities Co. 
Effingham, 111. 

Elmira Water Board 
Elmira, N. Y. 

Evansville Water Works 
Evansville, Ind. 

Excelsior Springs Water, Gas and Electric Co. 
Excelsior Springs, Mo. 

Federal Light and Traction Co. 
60 Broadway, New York, N. Y. 

Grand Mere Water Board 
Grand Mere, P. Q. 

Greater Winnipeg Water District 

W. M. Scott, Chm., Winnipeg, Man. 

Green Bay Water Co. 
Green Bay, Wis. 

Hopkinsville Water Company 
Hopkinsville, Ky. 

Hot Springs Water Co. 
Hot Springs, Ark. 

Kitchener Water Commission, The 
Kitchener, Canada 

Lake Charles Eailway, Light and Water Works Co. 
Lake Charles, La. 

Lincoln City Water & Ltg. Dept. 
City Hall, Lincoln, Neb. 

Lorain Water Works 
Lorain, Ohio 

Louisville Water Co. 

435 S. Third St., Louisville, Ky. 

Mahoning Valley Water Company, The 

Jas. J. McNally, Secty. & Treas., Youngs- 
town. Ohio 



May 22, 1918 

May 13, 1919 

Apr. 10, 1914 

June 24, 1915 

Aug. 14, 1909 

Aug. 22, 1919 

Mch. 11, 1915 

May 7, 1909 

Apr. 5, 1912 

Mch. 8, 1920 

June 21, 1920 

Nov. 11, 1914 

Nov. 3, 1919 

Apr. 23, 1915 

Mch. 8, 1920 

Feb. 17, 1920 

Apr. 29, 1910 

Mch. 6, 1919 

July 14, 1916 

Apr. 9, 1909 

July 26, 1916 
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Manhasset-Lakeville Water District Feb. 11, 1918 

Manhasset, N. Y. 

Marion Water Company, The Mch. 3, 1917 

George Whysall, Supt., Marion, Ohio 

Memphis Artesian Water Department Apr. 28, 1909 

Memphis, Tenn. 

Metropolitan Board Water Supply and Sewage Aug. 31, 1909 

Sidney, Australia 

Metropolitan Water District Apr. 28, 1912 

Omaha, Neb. 

Michigan State Board of Health July 13, 1917 

Lansing, Mich. 

Millville Water Company Jan. 11, 1916 

Millville, N. J. 

Mobile City Commissioners Nov. 11, 1911 

Mobile, Ala. 

Mount Carmel Water Co. May 7, 1904 

Mount Carmel, Pa. 

New Albany Water Works Feb. 10, 1910 

New Albany, Ind. 

Owego Water Works Company Apr. 16, 1914 

Owego, N. Y. 

Pennichuck Water Works Oct. 30, 1914 

144 Main St., Nashua, N. H. 

Peterborough Utilities Commission May 2, 1911 

Waterworks Dept., 253 Hunter St., Peterborough, 
Ont., Can. 

Pine Bluff Company, The May 18, 1904 

Minor Q. Woodward, Treasr., Pine Bluff, Ark. 

Preston Light & Water Co. May 31 , 1919 

S. A. Ord, Secty. -Treasr., Preston, Ont. 

Public Service Department Dec. 24, 1914 

575 Broadway, Glendale, Cal. 

Public Utilities Commission Sept. 20, 1913 

Waterworks Dept., Gait, Ont. 

Public Utilities Commission Apr. 9, 1909 

London, Canada 

Reno Power, Light and Water Company Feb. 4, 1913 

Reno, Nev. 

Saginaw Water Dept. Apr. 12, 1904 

Saginaw, Mich. 

Salt Lake City Water Department Feb. 17, 1920 

H. K. Burton, Supt., Salt Lake City, Utah 
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San Jose Water Company Apr. 21, 1913 

San Jos£, Cal. 

Scranton Gas and Water Co. Jane 3, 1912 

115 Wyoming Ave., Scranton, Pa. 

Sea Breeze and Vicinity Water Commission Feb. 23, 1920 

Charles S. Evershed, Treasr., R. F. D. 5, Roches- 
ter, N. Y. 

Sidney Water Works Company, The Feb. 9, 1917 

Main St., Sidney, N. Y. 

South Bend Water Department Feb. 5, 1915 

James N. Luther, Supt., South Bend, Ind. 

South Easton Water Co. Dec. 5, 1915 

102 S. 3d St., Easton, Pa. 

Southern Illinois Light and Power Co. Mch. 26, 1920 

902-10 Central Natl. Bnk. Bldg., St. Louis, Mo. 

St. Thomas Water Commissioners Apr. 11, 1909 

St. Thomas, Ont. 

Stockton Water Co., The Jan. 11, 1918 

315 Market St., Camden, N. J. 

Superintendent Water Division Apr. 5, 1912 

Room 303, City Hall; Spokane, Wash. 

Suburban Water Co. op Allegheny Co. Apr. 10, 1909 

Verona, Pa. 

Suffern Water Commissioners June 10, 1911 

Suffern, N. Y. 

Sweetwater Water Corp. Apr. 24, 1909 

National City, Calif. 

Taxpayers Municipal Water Works May 10, 1919 

Creston, Iowa 

Temple Water Works Apr. 12, 1910 

Temple, Texas 

Trenton Water Works May 8, 1909 

Trenton, N. J. 

United Land and Water Company May 25, 1918 

Deming, N. Mex. 

Urban Water Supply Co. Oct. 20, 1912 

60 Wall St., New York, N. Y. 

Village op Winnetka June 21, 1920 

Winnetka, 111. 

Vinton-Roanoke Water Co. Dec. 3, 1909 

Francis W. Collins, Cons. Engr., 50 Church St., 
New York, N. Y. 
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Waco Water Works Apr. 16, 1910 

City Hall, Waco, Texas 

Water Department op Borough of Haledon Dec. 26, 1919 

Edward L. Langford, Supt., Haledon, N. J. 

Water Works Commission Apr. 14, 1919 

City Hall, Ann Arbor, Mich. 

Water Works Department June 4, 1910 

Anaconda Copper Mining Co., Anaconda, Mont. 

Water Works Department June 21, 1920 

John C. Michie, C.E., Supt., Durham, N. C. 

Watertown Water Works June 8, 1909 

Watertown, N. Y. 

Western Reserve Water Co. June 9, 1920 

250 Fifth Ave., New York, N. Y. 

Western New York Water Company Apr. 15, 1913 

704 Elect. Bldg., Buffalo, N. Y. 

White Deer Mountain Water Company May 5, 1914 

114 S. Front St., Milton, Pa. 

White Plains Department op Public Works July 31, 1916 

Wm. H. Lyon, Comr. in charge of Water 
Wks., White Plains, N. Y. 

Williamsport Water Co. Apr. 15, 1907 

330 Pine St., Williamsport, Pa. 

Younqstown City Water Department June 10, 1919 

H. F. Kaercher, Supt., Youngstown, O. 



ASSOCIATE MEMBERS 

Addrbssoqraph Company Aug. 4, 1900 

90i VV. Van Buren St., Chicago, 111. 

AlBERGER PUMP AND CONDENSER COMPANY Apr. 15, 1911 

140 Cedar St., New York, N. Y. 

Allis-Chalmers Manufacturing Company June 24, 1905 

Milwaukee, Wis. 

American Cast Iron Pipe Company July 18, 1907 

Birmingham, Ala. 

American City May 25, 1918 

154 Nassau St., New York, N. Y. 

American Foundry and Manufacturing Company May 12, 1908 

10th, 11th, Hebertt & Wright Sts., St. Louis, Mo. 

American Manganese Bronze Company May 9, 1916 

Holmesburg, Philadelphia, Pa. 

American Pipe and Construction Company May 1, 1909 

112 N. Broad St., Philadelphia, Pa. 

American Steel and Wire Company June 24, 1903 

208 S. LaSalle St., Chicago, 111- 

Arnold, Hoffman and Company, Inc. Nov. 21, 1913 

61 Broadway, New York, N. Y. 

Austin Machinery Corporation June 14, 1920 

606 Railway Exc. Bldg., Chicago, 111. 

Badger Meter Manufacturing Company June 8, 1904 

841-7 Thirtieth St., Milwaukee, Wis. 

Birch Pump Valve Co. May 11, 1916 

1521-1523 Sedgwick St., Chicago, 111. 

Blanton, G. J. Apr. 10, 1920 

Chain Belt Co., Milwaukee, Wis. 

Bourbon Copper and Brass Works Co. Apr. 17, 1884 

618 E. Front St., Cincinnati, Ohio 

Buckeye Traction Ditcher Co. May 26, 1920 

D. C. Royce, Sales & Adv. Mgr., Findlay, Ohio 

Buffalo Meter Company June 27, 1908 

2917 Main St., Buffalo, N. Y. 

Builders' Iron Foundry June 18, 1901 

9 Codding St., Providence, R. I. 
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Camden Iron Works May 3, 1919 

C. D. Mathews, Mgr., Camden, N. J. 

Canadian Engineer, The May 31, 1916 

Church and Court Sts., Toronto, Ont., Can. 

Central Foundry Company, The June 24, 1903 

90 West St., New York, N. Y. 

Chapman Valve Manufacturing Company Apr. 16, 1884 

Indian Orchard, Mass. 

Chicago Bridgh and Iron Company June 15, 1898 

37 W. Van Buren St., Chicago, 111. 

Clark Company, H. W. May 12, 1908 

115 S. 17th St., Mattoon, 111. 

Clow and Sons, J. B. Apr. 27, 1886 

Harrison and Franklin Sts., Chicago, 111. 

Coldwell-Wilcox Company Apr. 17, 1914 

Newburgh, N. Y. 

Colorado Fuel and Iron Company June 7, 1897 

Denver, Colo. 

Columbian Iron Works Apr. 4, 1910 

Chattanooga, Tenn. 

Cook, A. D. Dec. 17, 1914 

Mnfr. Deep Well Pumps and Strainers, Lawrence- 
burg, Ind. 

Coubrough, Anthony Cathcart June 21, 1920 

Genl. Mgr. for India, Mather & Piatt, Ltd., 
Manchester, England, Bengal Club, Calcutta, 
India 

Darling Valve and Manufacturing Company, Thb May 12, 1908 

Williamsport, Pa. 

Dean, Peter Jan. 16, 1920 

Cutler-Hammer Mfg. Co., 50 Church St., New 
York, N. Y. 

DeLaval Steam Turbine Co. Nov. 23, 1917 

H. L. Watson, Sales Mgr., Trenton, N. J. 

Dixon Crucible Company, Joseph May 8, 1915 

Jersey City, N. J. 

Donaldson Iron Co. Nov. 23, 1917 

Emaus, Lehigh Co., Pa. 

Dravo-Doyle Co. May 12, 1914 

J. D. Berg, Vice Prest. Diamond Bank Bldg., 
Pittsburgh, Pa. 

Dresser Manufacturing Company, S. R. June 7, 1904 

Mfr. Pipe Couplings and Sleeves, Bradford, Pa. 
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Dii Pont de Nemours & Co., E. I. 

P. S. Tilden, Dctr. of Sales, 5148 duPont Bldg., 
Wilmington, Del. 

East Jersey Pipe Company, The 

50 Church St., New York, N. Y. 

Eddy Valve Manufacturing Company 
Waterford, N. Y. 

El Ingeniero y Contratista 

C. L. Marsh, Mgr., 161 Water St., New York, N. Y. 

Electro Bleaching Gas Company 

18 East 41st St., New York, N. Y. 

Engineering News-Record 

10th Ave. at 36th St., New York, N. Y. 

Engineering and Contracting 

608 S. Dearborn St., Chicago, 111. 

Farnan Brass Works Company, The 
1104 Center St., Cleveland, Ohio 

Felix, Samuel P. 

Dist. Mgr. Dravo-Doyle Co., 1532 Commercial 
Trust Bldg., Philadelphia, Pa. 

Fire & Water Engineering 

318 West 39th St., New York, N. Y. 

Flower Valve Manufacturing Company 
Detroit, Mich. 

Ford Meter Box Company 
Wabash, Ind. 

Fox and Company, John 

253 Broadway, New York City, N. Y. 

Foxboro Co., Inc., The 
Foxboro, Mass. 

Gamon Meter Company 
Newark, N. J. 

Garlock Packing Company 
Palmyra, N. Y. 

General Chemical Company 

112 W. Adams St., Chicago, 111. 

Gillespie, T. A. 

Prest. T. A. Gillespie Co., 50 Church St., New York, 

N. Y. 



May 12, 1908 

July 10, 1906 

June 26, 1886 

June 6, 1919 

Apr. 2, 1913 

May 31, 1918 

May 13, 1918 

May 18, 1892 

June 9, 1920 

June 28, 1919 

June 7, 1909 

May 12, 1908 

June 8, 1909 

June 6, 1919 

May 19, 1920 

May 12, 1908 

June 11, 1902 

June 7, 1904 
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Glamorgan Pipe and Foundry Company, The Nov. 6, 1907 

Lynchburg, Va. 

Glauber Brass Manufacturing Company May 31, 1914 

4917 Superior Ave., Cleveland, Ohio 

Gould, Norman J. July 10, 1906 

Prest. The Goulds Mfg. Co., Seneca Falls, N. Y. 

Green, Godfrey B. July 14, 1920 

Genl. Mgr., General Supply Co. of Canada, Ltd. 
356 Sparks St., Ottawa, Canada 

Gurley, W. & L. E. Apr. 16, 1919 

514 Fulton St., Troy, N. Y. 

Hankin, Francis and Co., Ltd. June 19, 1920 

201 Coristine Bldg., Montreal, Canada 

Hauck Mfg. Co. Apr. 30, 1919 

101-113— 11th St., Brooklyn, N. Y. 

Hays Manufacturing Company Mch. 15, 1882 

Erie, Pa. 

Hersey Manufacturing Company July 14, 1887 

South Boston, Mass. 

Hill Pump Valve Co., The Sept. 17, 1919 

Belmont & Knox Aves., Chicago, 111. 

Hooker Electrochemical Co. July 7, 1920 

G. F. Reale, 25 Pine St., New York, N. Y. 

International Filter Company Nov. 30, 1915 

38 S. Dearborn St., Chicago, 111. 

Irving Iron Works Co. Apr. 22, 1919 

3rd and Creek Sts., Long Island City, N. Y. 

Jarecki Chemical Company June 8, 1909 

St. Bernard Sta., Cincinnati, Ohio 

Jenkins Bros., Ltd. May 20, 1920 

W. F. Trimble, Mng. Dctr., 103 Remi St., Mon- 
treal, Canada 

Kalbfleisch Corporation June 8, 1909 

31 Union Square, W., New York, N. Y. 

Kellogg and Company, E. H. July 14, 1887 

243 South St., New York, N. Y. 

Kennedy Valve Manufacturing Company, The Mar. 24, 1911 

M. E. Kennedy, Treas., Elmira, N. Y. 

Keysone Iron and Steel Works Jan. 20, 1920 

2951-3641 Santa Fe Ave., Los Angeles, Cal. 
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Larner, Chester W. Jan. 17, 1919 

Prest. Lamer-Johnson Valve & Enrg. Co., 1044 Wide- 
ner Bldg., Philadelphia, Pa. 

Layne and Bowler Company June 5, 1916 

Memphis, Tenn. 

Lead Lined Iron Pipe Company, The Oct. 15, 1898 

Wakefield, Mass. 

Lbadite Company, Incorporated, The Feb. 10, 1910 

Land Title Bldg., Philadelphia, Pa. 

Lbnniq and Company, Incorporated, Charles May 30, 1912 

112 S. Front St., Philadelphia, Pa. 

Link-Belt Co. May 24, 1920 

910 S. Michigan Ave., Chicago, 111. 

Linthicum, E. E. May 17, 1916 

V.-Prest. Natl. Cast Iron Pipe Co., Birmingham, 
Ala. 

Lock Joint Pipe Company Oct. 6, 1915 

Box 21, Ampere, N. J. 

Lockwood, H. S. Apr. 16, 1917 

Sales Agt., Sulphate Dept. Amer. Steel & Wire Co., 
30 Church St., New York, N. Y. 

Ludlow Valve Manufacturing Company, The Mch. 15, 1882 

Troy, N. Y. 

Lynchburg Foundry Company June 6, 1916 

Lynchburg, Va. 

McGowan Company, John H., The May 26, 1913 

910 Fourth Natl. Bank Bldg., Cincinnati, Ohio 

MacLean, Hugh C, Ltd. June 2, 1920 

Pblr. Trade & Tech. Jls., 347 Adelaide St. W., 

Toronto, Ont. 

Main, Morgan B. Apr. 20, 1920 

304 N. 27th St., Camden, N. J. 

Mathieson Alkali Works, Inc., The Mch 16, 1920 

25 West 43rd St., New York, N. Y. 

Modern Iron Works June 27, 1905 

Quincy, 111. 

Mueller Manufacturing Company, H. Mch. 15, 1882 

Decatur, 111. 

Multiplex Manufacturing Company May 7, 1914 

Berwick, Pa. 

Municipal and County Engineering June 19, 1920 

S. C. Hadden, Genl. Mgr., 538 So. Clark St., 
Chicago, 111. 
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National Meter Company Mch. 15, 1882 

299 Broadway, New York, N. Y. 

National Water Main Cleaning Company July 10, 1906 

50 Church St., New York, N. Y. 

Nelson & Sons, Joseph E. Sept. 7, 1919 

Contractors, 3240 S. Michigan Ave., Chicago, 111. 

Neptune Meter Company Aug. 22, 1894 

50 E. 42d St., New York, N. Y. 

Neptune Meter Co., Ltd. Apr. 2, 1920 

1195-7 King St. West. Toronto, Ont. 

New York Continental Jewell Filtration Company Apr. 18, 1891 

P. O. Box A., Nutley, N. J. 

Norwood Engineering Company May 26, 1919 

Florence, Mass. 

Pacific Flush Tank Company Juno 10, 1911 

Singer Bldg., New York, N. Y. 

Pennsylvania Salt Manufacturing Company, The June 24, 1903 

Widener Bldg., Philadelphia, Pa. 

Permutit Co., The Mch. 11, 1914 

440 Fourth Ave., New York, N. Y. 

Pitometer Company, The July 10, 1906 

25 Elm St., New York, N. Y. 

Pittsburg Filter & Eng. Company June 27, 1905 

Farmers Bk. Bldg., Pittsburgh, Pa. 

Pittsburgh Meter Company June 15, 1898 

East Pittsburgh, Pa. 

Pittsburgh Testing Laboratory May 8, 1915 

P. O. Box 1115, Pittsburgh, Pa. 

Pittsburgh-Des Moines Steel Company Apr. 17, 1914 

Pittsburgh, Pa. 

Portland Cement Association Oct. 23, 1917 

111 W. Washington St., Chicago, 111. 

Pratt & Cady Company. Inc. Apr. 6, 1907 

Lock Box 66, Stn. A, Hartford, Conn. 

Public Works May 25, 1918 

243 West 39th St., New York, N. Y. 

R. U. V. Company, The June 6, 1917 

7 Burritt Ave., South Norwalk, Conn. 

The Refinite Co., Jan. 5, 1920 

Water Softeners, 11th & Harney Sts., Omaha, 
Neb. 
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Renssblabb Valve Company May 12, 1890 

Troy, N. Y. 

Richabdson-Phenix Co., The June 6, 1919 

Milwaukee, Wis. 

Roberts, Chableb V; Mch. 23, 1910 

Prest. Roberts Filter Mfg. Co., Darby, Philadel- 
phia, Pa. 

Robs Valve Manufacturing Company, Inc. Apr. 18, 1891 

Oakwood Avenue, Troy, N. Y. 

S. E. T. Valve and Hydrant Company Apr. 5. 1912 

50 Church St., New York, N. Y. 

Sanitary Company of America, The June 3, 1912 

Linfield, Pa. 

Sanitation Corporation Apr. 27, 1915 

12th & Monmouth St., Jersey City, N. J. 

Savage Co., W. J. May 31, 1919 

Knoxville, Tenn. 

Simplex Valve and Meter Company May 14, 1914 

5722 Race St., Philadelphia, Pa. 

Smith Manufacturing Company, A. P., The June 7, 1897 

East Orange, N. J. 

Standard Asphalt and Refining Co. May 12, 1908 

208 S. La Salle St., Chicago, 111. 

Stewarts and Lloyds Nov. 29, 1917 

Publication Department, 41 Oswald St., Glasgow, 
Scotland 

Sullivan Machinery Co. Mch. 31, 1915 

122 S. Michigan Ave., Chicago, 111. 

Taylor Company, W. P. Mch. 15, 1882 

218 Ellicott Sq., Buffalo, N. Y. 

Thomson Meter Company Apr. 15, 1891 

100 Bridge St., Brooklyn, N. Y. 

Union Water Meter Company Mch. 15, 1882 

33 Hermon St., Worcester, Mass. 

United Brass Manufacturing Company May 25, 1914 

Cleveland, Ohio 

United Lead Company May 12, 1908 

111 Broadway, New York, N. Y. 

United States Cast Iron Pipe and Foundry Company June 11, 1892 

1421 Chestnut St., Philadelphia, Pa. 

United States Rubber Co. Apr. 24, 1918 

1790 Broadway, New York, N. Y. 
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Wallace and Tiernan Company Apr. 23, 1915 

349 Broadway, New York, N. Y. 

Wabren Foundry and Machine Company Mch. 4, 1911 

11 Broadway, New York, N. Y. 

Water Works Equipment Company July 10, 1906 

Rms. 1950-51, 50 Church St., New York, N. Y. 

Weber Subterranean Pump Co. May 5, 1920 

50 East 42nd St., New York, N. Y. 

Wolff, S. Oct. 11, 1915 

Dist. Mgr., DeLaval Steam Turb. Co., 933 Peoples 
Gas Bldg., Chicago, 111. 

Wood and Company, R. D. Apr. 16, 1884 

400 Chestnut St., Philadelphia, Pa. 

WORTHINGTON PUMP AND MACHINERY CORPORATION June 18, 1901 

115 Broadway, New York, N. Y. 

Wyckoff and Son Company, A. July 18, 1907 

Elmira. N- Y 



GEOGRAPHICAL DISTRIBUTION OF MEMBERS 

ALABAMA: Active 7; Corporate 1; Associate 2; Total 10 

ACTIVE 

f Decker, A. C. Montgomery Hazlehurst, G. H. 

Birmingham •! Porzelius, A. F. Seale Chipley, D. 

[ Sweet, E. O. Tuscaloosa Abbott, C. E. 

Enslbt Wilcox, W. F. 

CORPORATE 

Mobile. .Mobile City Commission 

ASSOCIATE 

n, m „., m a,w /American Cast Iron Pipe Co. 
Birmingham i Linthicum) E e 4j Natl Cast Iron p ipe Co _ 

ARIZONA: Active 4; Total 4 

active 

Ajo DuMoulin.W. L. 

Bisbee Shepard, J. A. 

Flagstaff Giclas, Eli 

Tucson Rider, J. H. 

ARKANSAS: Active 2; Corporate 2; Total 4 

Active 
Lx—Hock {SStfS-. 

CORPORATE 

Hot Springs. Hot Springs Water Co. 
Pine Bluff Pine Bluff Co. 

CALIFORNIA: Active 44; Corporate 7; Associate 1; Total 52 



Atascadero Robinson, B. J. T „„ a„„„__ / Lawton, R. W. 

(Goudey, R. F. Los AnGELES - " (Moore, R. M. 

Berkeley ' H il scner > R - Marysville Belcher, R. 

■'""■■ ISS, P. J! Oaklan!, {wilhe a i n m,G E - 

Faibfield ?? oa ? n > =• _ Pacific Grove Olmsted. C. S. 

T?ui.axrrv / Jackson, C. B. 

„ ESN ° 1 J^sen, A. M. Pasadena J Allin, T. D. 

Hanford Isaacs, F. N. I Morns, S. B. 

Longbeach Tallon, E. P. f Gillespie, C. G. 

Los Angeles... {ggSS&S SACRAMENT °- ISsfj.R. 
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San Francisco 



Barry, J. P. 
Elliott. G. A. 
Ellis, N. R. 
Flaa, I. E. 
Hunter, T. B. 
Lee, C. H. 
Mohrhardt E. F. 
O'Shaughnessy, 

M. M. 
Pracy, G. W. 
Rice, P. D. 



Sa N Fka NCI sco{S^ : |H. 

*»*»" {3S£??£ 

San Rafael Burt, J. 

Santa Barbara Trace, V. E. 

South Pasadena Pollard, S. G. 

South San Francisco Young, C. 

Stockton Hall, J. W. 

Vacaville McBride, W. Z. 

Whittibr Underwood, A. L. 



CORPORATE 

G lend ale Public Service Department 

f Bureau of Water Works 

Lob Angelas. < and Supply 

[ Conservative Water Co. 

National City. Sweetwater Water Corp. 

Oakland East Bay Water Co. 

San Francisco Benicia Water Co. 

San Josfi San Jos6 Water Co. 

ASSOCIATE 

Los Angeles Keystone Iron & Steel 

Works 



COLORADO: Active 11; Associate 1; Total 12 

ACTIVE 



Brush Leerskov, A. D. 

Colorado J SS^fo^l, 

S ™ Iscnw^J 8 ^ 8 - 

°™ {£»e?B C - T - 



Denver Robinson, W. P. 

Ft. Collins Bennett, A. N. 

Leadville West, W. G. 

Pueblo ' Porter > D - P ~ 

ruEBL0 \ Stone, E. W. 



associate 
Denver Colorado Fuel & Iron Co. 

CONNECTICUT: Active 18; Corporate 1; Associate 2; Total 21 

ACTIVE 



Ansonia Davis, F. J. 

Bbidgepobt {Bfc'SJ: 

Danbttrt Raymond, G. B. 

Greenwich Willson, W. J. 

f Berry, F. D. 
Hartford i Newlands, J. A. 

ttARTFORD < pe(jk E M 

1 Saville, C. M. 



f Hill, A. B. 

New'Haven \ Minor, E. E. 

{ Winslow, C.-E. A. 

Salisbury Warner, D. T. 

So. Norwalk Rider, J. B. 

Southington McKenzie, S. H. 

Stamford Hatch, E. L. 

Thompsonville Schwabe, W. P. 

Torrington Travis, F. M. 



CORPORATE 

Derby Birmingham Water Co. 

ASSOCIATE 

Hartford Pratt & Cady Co. 

South Norwalk R. U. V. Co. 
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DELAWARE: Active 3; Associate 1; Total 4 



ACTIVE 



Wilmington . 



Feeney, A. J. 
Hoopes, E. M. 
van Trump, S. N. 



Associate 
Wilmington. .duPont de Nemours & Co., I.E. 



DISTRICT OF COLUMBIA: Active 10; Total 10 

ACTIVE 



Washington. 



Chase, C. P. 
Doten, L. S. 
Fischer, W.A. 
Gaub, J. 
{ Hardy, E. D. 



Washington 



Hoag, G. F. 
Howell, D. J. 
Mendelsohn, I. W. 
Pincus, S. 
Stevens, H. 



FLORIDA: Active 9; Total 9 

ACTIVE 

Dattona Main, G. A. Miami Hyman, H. H. 

I Murphy, L. E. Orlando Cheney, J. Y. 

Parker, H. N. Tampa McFarland, C. R. 

Simons, G. W., Jr. West Palm Beach Rice, C. L. 
Smoot, L. D. 



GEORGIA: Active 14; Total 14 



Atlanta. 



Augusta. 



Clayton, R. M. 
Grimes, E. L. 
Murphy, A. R. 
Norcross, P. H. 
Rapp, W. M. 
Smith, W. Z. 
....Smith, E. G 



active 

Augusta Wingfield, N. 

Brunswick Conant, E. R. 

Columbus Smalshaf, A. J. 

Ft. Screvens . . . Hazelhurst, J. G. 

Gainesville Caston, D. L. 

La Grange Sargent, G. H 

Macon Kinnett, J. D. 



IDAHO: Active 4; Total 4 

ACTIVE 

Boise Markhus, O. G. F. 

Idaho Falls Wilson. J. H. 

Jerome Miller, J. R. 

Lewiston Wagner, E. G. 

ILLINOIS: Active 92; Corporate 4; Associate 20; Total 116 

active 

«,__„ / Miller, J. A. Beardstown Aldrich, A. C. 

ALTON 'J 1 Parker, C. T. Blue Island Hammond, R. B. 

Cairo Roos, C. M. 

Aurora . 



' Barclay, W. E. 
Bauereisen, R. J. 

Willett, W. N. 



Carlinville Castle, G. J. 

Champagne Amsbary , F. C. 
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Chicago. 



Danville. 

Decatur. . 
Dixon 



Alvord, J. W. 
Bascom, G. R. 
Bemis, E. W. 
Burdick, C. B. 
Davidson, G. M. 
DeBerard, W. W. 
Ellis, G. R. 
Engel, P. N. 
Fager, E. P. 
French, D. K. 
Gerber, W. D. 
Goldsmith, C. 
Greeley. S. A. 
Green, P. E. 
Hadden, S. C. 
Hancock, E. 
Hansen, P. 
Hecht, J. L. 
Jennings, C. A. 
Jordon, E. O. 
Keeler, H. E. 
Knowles, C. R. 
Lucas, H. L. 
McClenahan, W. T. 
Maury, D. H. 
Maxwell, D. H. 
Mory, A. V. H. 
Pardee, H. J. 
Pearse, L. 
Rossiter, E. A. 
Shaw, W. A. 
Shields, W. S. 
Stein, M. F. 
Tanner, I. B. 
Townsend, E. R. 
Webster, E. R. 
f Ely, H. M. 

• \ Symons, M. M. 

/ Pownall, W. A. 

• • 1 Warren, W. D. P. 
Hawley, G. W. 



East St. Louis Horner, C. M. 

E-NSTO, {& WO ih C G.A. 

F aibbuky Burns, T. W. 

Fkeeport Smith, O. T. 

Fulton O'Rourke, J. 

Kankakee Cobb. C. H. 

La Grange Howson, L. R. 

Lincoln MacDonald, E. 

f Clark, H. W. 
Mattoon \ James, C. L. 

[ Rue, J. A. 

Mt. Carmel Barnard, P. 

Murphysboro Farrar, H. L. 

Pana Stanfield, A. C 

Pekin I Lautz - W " E - 

raK1N I Zehr, V. A. 

f Crozier, R. 
p J Harman, J. A. 

FE0EIA 1 Morgan, H. B. 

{ Ringness, H. 
Quincy Gelston, W. R. 

Rock Island /Etzel, G.C. 

Kock island | Murrin, J. A. 

Rockford Connors, T. H. 

Shelbyville Chester. C. E. 

Bennett, C. G. 
Cowles, M. W. 

Springfield \ Ferguson, H. F. 

Reid, W. 
.Sjoblom, M. C. 

Streater Huggans, R. D. 

Taylorville Dappert, J. W. 

' Babbitt, H. E. 
Enger, M. L. 
Fleming, V. R. 

Urbana { Habermeyer, G. C. 

Parr, S. W. 
Talbot, A. N. 
[ Tanner, F. W. 
Waukegan Allen, W. J. 



CORPORATE 

Canton Canton Water Works. 

Effingham . . .Eastern Illinois Utilities Co. 

Moline Dept. of Public Property. 

Winnetka Village of Winnetka 



Chicago. 



associate 

Addressograph Co. 
Amer. Steel & Wire Co. 
Austin Machinery Corporation 
Birch Pump Valve Co. 
Chicago Bridge & Iron Co. 
Clow & Sons, J. B. 
Engineering & Contracting 
General Chemical Co. 
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' Hill Pump Valve Co. 

International Filter Co. 

Link-Belt Co. 

Municipal & County Engineering 
Chicago -I Nelson & Sons, J. E. 

Portland Cement Association 

Standard Asphalt and Refining Co. 

Sullivan Mchy. Co. 
. Wolff, S., De Laval Steam Turbine Co. 

Decatur Mueller Mfg. Co., H. 

Mattoon Clark Co., H. W. 

Qtjinct Modern Iron Works 



INDIANA: Active 24; Corporate 3; Associate 2; Total 29 



Columbia City Schultz, F. T. 

French Lick Taylor, L. R. 

Gary Luscombe, W. 

Goshen Harding, V. A. 

f Brossman, C. 

Diggs, J. C. 

Garman, H. 0. 

Hurd, C.H. 

Jeup, B. J. T. 

Jordan, F. C. 

Jordan, H. E. 

Kirk, C. L. 



Indianapolis. 



LaPorte Harding, J. H. 

Princeton Soplin, J. W. 

Richmond Dill, H. A. 

S<-H BEND {^'J 1 ;^ 

Terre Haute {?r;Fo n r',W R E. 

Tr f Brown, C. C. 

Valparaiso {Loomis.E.L. 

Vincennes Watts, H. T. 

Wabash Klare, R. W. 

Washington Semans, C. R. 



corporate 

Evansville Evansville Water Works 

New Albany. .New Albany Water Works 
South Bend. . . . South Bend Water Dept. 

associate 

Lawrenceburg Cook, A. D. 

Wabash Ford Meter Box Co. 



IOWA: Active 47; Corporate 4; Total 51 



ACTIVE 



Ames Nichols, C. S. 

r™™ / Ehrhart, C. L. 

600105 \Lmdblom,A. 

Burlington Lawlor, F. D. H. 

^ f Holbrook, R. H. 

Cedar Rapids. . | Mortensen> F . c . 

r~, J Alexander, R. C. 

Centbbville ---\ Stewart, F. J. 

Clear Lake Conklin, H. M. 

Colfax Donahue, J. P. 

Coppock, W. 

Etnyre, S. L. 

Jensen, J. C. 

Maloney, T. 

Thornell, J. B. 

Wallace, R. B. 
Davenport Henderson, C.R. 



Council Bluffs. . . 



Des Moines. 



Dubuque 

Ft. Dodge . . . 

Ft. Madison. 



Iowa City. 



Cox, L. 

Denman, C. S. 

Evinpr, M. I. 

Higgins, L. 

Kastberg, K. C. 

Kirkpatrick, E. T. 

Luce, A. T. 

McCormick, R. 
.Maffitt, D.L. 

Schwinn, P. 

Pray, J. W. 

Kern, P. 

Ball, G. W. 
Bartow, E. 
Dunlap, J. H. 
Hinman, Jack J., Jr. 
. Hostetler, W. A. 
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Jefferson Gray. P. f Gray, W. C. 

Mason City Keerl», H. 0. Sioux City •) Lewis, J. M. 

Muscatine Molis, W. [Wells, P. J. 

Oskaloosa Hawkins, H. C. Waterloo Shoemaker, C. F. 

Ottumwa Brown, H. A. Waukon Cowan, J. D. 

a „„„ r>„™ J Carlin, P. Webster City Currie, C. H. 

blOUX OITY ^ Gayuor; K C 

CORPORATE 

Cedar Rapids Cedar Rapids Water Commissioners 

Creston Taxpayers Municipal Water Works 

Davenport Davenport Water Co. 

Dubuque Dubuque City Water Works 



KANSAS: Active 5; Total 5 



ACTIVE 

Atchison Chisham, J. M. Lawrence Quigley, L. A. 

Chanute Pratt, C. Wellington Mavity, J. W. 

Kansas City Mangun, L. B. 

KENTUCKY: Active 13; Corporate 4; Total 17 

ACTIVE 



Ashland Patton, W. S. 

Bellevue Hornung, G. 

Catlettsburg Patton, W . A. T __.„,,„ T _ 

i-» «7--l»_ll. IT -c LOUISVILLE. 



Kreiger, A. A. 
Long, G. J. 
Lovejoy, W. H. 



Danville Woolfolk, H. E. ^« ul =""^ ) McGonigale, W. J. 

Lebanon Rains, J. M. J Stover, F. H. 

Lexington Cramer, W. S. t Wilson, J. B. 

Winchester Attersall, C. F. 

CORPORATE 

Hopkinsville Hopkinsville Water Co. 

T / Bureau San Eng. St. Bd. of Hlth. 

Louisville 1 Louisville Water Co . 

Newport Commissioners of Public Property 



LOUISIANA: Active 8; Corporate 2; Total 10 

ACTIVE 

^^"iikkS^wiG: New Orleans.... {f^li/- 
N,w Orleans { gg; g; G ' Shreveport { ^^ 

corporate 

Baton Rouge Baton Rouge Water Works Co. 

Lake Charles. . .Lake Charles Railway, Light and Water Works Co. 
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MAINE: Active 17; Total 17 

ACTIVE 
B^OOB |S:I.'C: PORTLAND... 

Biddbford Burnie, A. N. 

Brunswick Bowker, C. L. 

Fairfield { £* mm £ n w F ' K Waterville . 

f Graham, J. W. 

Portland { Newhall, W. G. 

[ Payson, E. R. 



J West, G. F. 
••■•;! West, V. F. 
f Boutelle, G. K. 
| Hall, A. S. 
j Thayer, F. C. 

Thompson, A. B. 

Wardwell, E. C. 

Warren, C. E. 



MARYLAND: Active 21; Corporate 2; Total 23 



Baltimore. 



Adams, H. 
Armstrong, J. W. 
Baylis, J. R. 
Clemmitt, R. L. 
Gregory, J. H. 
Hechmer, C. A. 
Keefer, C. E. 
McRae, H. C. 
Morse, R. B. 
Powell, S. T. 
, Quick, A. M. 



Baltimore. 



Siems, V. B. 

Walden, A. E. 

Wehr, A. H. 

Whitman, E. B. 

Wolman, A. 

Camp Meade Potteiger, C. R. 

Cumberland Fowler, A. G. 

Haoerstown {Fe e r a g u d son,J.B. 

Hyattsville Hall, H. R. 



CORPORATE 



Baltimore Dept. Legislative Reference 

Bel Air Bel Air Water & Light Co. 

MASSACHUSETTS: Active 48; Associate 6; Total 54 



ACTIVE 



Attlbboro Snell, G. H. 

' Barbour. F. A. 

Barrows, H. K. 

Burnham, H. A. 

Chase, E. S. 

Clark, H. W. 

Fisher, G. E. 

Foss, W. E. 
Boston -j French, E. V. 

Killam, S. E. 

Metcalf, L. 

Miller, H. A. 

Sherman, C. W. 

Spiller, H. C. 

Tilden, J. A. 

Weston, R. S. 
t Wheeler, W. 

Brockton Kingman, H. 

Brookline Hale, R. K. 

C-bridoe {w°Wpp£q.-C. 

Concord Robinson, L. C. 

Danvers Newhall, H. 

Dorchester Mclnnes, F. A. 



East Weymouth Stevens, F. O. 

Florence Ryan, W. G. 

Framingham Adams, A. D. 

Greenfield Merrill, G. F . 

Haverhill Crowell, H. C . 

H — {Tfg a he P J.L. 

Lawrence Collins, M. F. 

Lowell Thomas, R. J. 

Lynn Newsom. R. J. 

f Chase, R. D. 
New Bedford^ Coggeshall, R. C. P. 

I Taylor, S. H. 

Oxford Wright. J. B. 

Peabody Emerson, F. 

Reading Bancroft, L. M. 

SOUTHBRIDGE Abbott. C . H . 

Spbingfield {KrTdte'.E.l 

Waltham Armstrong, R. W. 

Wellesley Hersey, F. C. Jr. 

West Somerville.. . Lacount, H. O. 

Williamstown Mears, B. 

Worcester Batchelder, G. W. 
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ASSOCIATE 

Florence Norwood Engineering Co. 

Foxbobo Foxboro Co., The 

Indian Orchard Chapman Valve Mfg. Co. 

South Boston Hersey Mfg. Co. 

Wakefield Lead Lined Iron Pipe Co., The, 

Worcester Union Water Meter Co. 



MICHIGAN: Active 39; Corporate 5; Associate 1; Total 45 



Ann Arbor. 



f Ayres, L. E. 
I Hoad, W. C. 
• • ] Holland, R. K. 
{ Williams, G. S. 
' Burke, E. P. 
Clancy, L. J. 
Collins, E. H. 
Dow, A. 
Fenkel, G. H. 
Hubbell, C. VV. 
Leisen, T. A. 
Mayo, W. B. 
Mitchell, W. M. 
Osgood, M. 
Sosnowski, J. B. 
[ Stephenson, F. H. 

Escanaba Hatton, W. J. 

Wtt _ / Baldwin, F. N. 

Flint \Buzzell.R. S. 

Fowlerville Pearson, W. M. 



Detroit. 



Grand Rapids Sperry, W. A. 

tj „, „ t> „„ i Patterson, W. G. 
Highland Park | whitsit) L '. c . 

Iron Mountain Croll, E. A. 

Jackson England, R. G. 

T . / Miller, C. L. 

Kalamazoo \Reed,W.F. 

T f Bulkeley, O. E. 

Lansing { Young, (B.C. 

Luddington. . Williams, H. L. 

Marquette Johnston, W. J* 

Monroe Brisbin, G. W. 

Mt. Clemens Keils, A. 

t>„™. .„ /Lenhardt, L. G. 

PoNTIAC (Monroe, H. L. 

Port Huron { ^^ G . G. 

Saginaw Eymer, H. H. 

Wyandotte Hatch, D. M. 



corporate 



Ann Abbor Water Works Commission 

Grand Rapids Department of Public Service 

Lansing Michigan State Board of Health 

Saginaw Saginaw Water Department 

Sheboygan Bd. of Water Comnrs. 



associate 



Detroit Flower-Valve Mfg. Co. 



MINNESOTA: Active 47; Corporate 1; Total 48 



ACTIVE 



Austin Todd, W. 

Buhl Mullin, R. 

Chisholm Sullivan, C. J. 

Crookston Peterson, L. 

i*™ |S5 A ' 

Ely Rubey, J. R. 



Eveleth Forristel, F. E. 

Fergus Falls Leach, W. J. 

G-ert ....{g° Se T p J - R . 

Hibbing Foster, C. 

Minneapolis Bass, F. H. 
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Minneapolis . 



MOOREHBAD. 



Birdsall, L. I. 
Brownell, O. E. 
Buck, W. C. 
Calkins, W. N. 
Cappelen, F. W. 
Colehour, R. A. 
Crounse, A. F. 
Jensen, J. A. 
Johnson, E. W. 
Jones, W. N. 
Mellen, A. F. 
Newell, C. W. 
Seabrooke, T. R. 
Sandquist, G. 
Whittaker, H.A. 
Young, W. R. 
.Stevenson, W. B. 



Mountain Iron Gill, F. J. 

*«—"» {?r°ow, eS L.a G - 

St. Cloud Seibert, J. 

' Blomquist, H. F. 

Childs, J. A. 

Crowley, C. M. 

Druar, J. F. 

Feist, M. * 

St. Paul J Hunt, S. J. 

1 Kelsey, J. W. 

McConville, H. A. 

McDonald, J. H. 

Matson, F. W. 
{ Wenzell,«H. C. 

Virginia Harding, C. T. 

Winona Chadwick, E. E. 



corporate 
Minneapolis. .. .Committee on Waterworks 

MISSISSIPPI: Active 5; Total 5 

ACTIVE 

Canton Sharp, J. T. Meridian Worrell, M. L. 

Hattiesburo Jones, B. Vicksburg Steele, J. A., Jr. 

Magnolia Mentz, H. A . 



MISSOURI: Active 39; Corporate 4; Associate 1; Honorary 1; Total 45 



active 



Clinton Freiling, H. J. 

Independence Gallagher, H. A. 

Person Cit r { Landman, L. B. 

Anderson, J. F. 

Archer, E. T. 

Bardwell, R. C. 

Benham, W. L. 

Black, E. B. 

Burns, C. S. 

Foreman, C. S. 

Fritze, L. A. 

Gilkison, G. F. 

McDonnell, R. E. 

Haskins, C. A. 

Mullergren, A. L. 

Nighswonger, H. W. 
[ Veatch, N. T. 
Sbdalia Andrews. L. P. 



Kansas Citt. 



Springfield . 



St. Louis. 



Pate, R. L. 

Allison, J. E. 
Black, G. G. 
Chiwis, L. 
Coult, F. H. 
Cutts, F. T. 
Daily, C. M. 
Day, L. A. 
Fuller, W. A. 
Graf, A. V. 
Hawken, F. S. 
Henby. W. H. 
Jutz, C. E. 
Montfort, W. F. 
Phillips, C. F. 
Phillips, H. 
Richardson, H. H. 
Skinker, T. J. 
Wall, E. E. 
Wilcox, F. L. 



corporate 

Boonville Board of Public Works Water Dept. 

Excelsior Springs. .Excelsior Springs Water Gas and Electric Co. 

Kansas City Board of. Fire and Water Commissioners. 

St. Louis Southern Illinois Light & Power Co. 
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ASSOCIATE 

St. Louis American Foundry & Manufacturing Co. 

HONORARY 

St. Louis Holman, M. L. 

MONTANA: Active 7; Corporate 1; Total 8 

active 

Billings Willett, J. F. Kelispell Lawrence, W. H. 

r™™.*, / Cobleigh, W. M. Miles City Pruett, G. C. 

B0ZEMAN 1 Hatfield, W. D. Missoula Christensen, C. H. 

Butte Carroll, E. 

CORPORATE 

Anaconda Water Works Dept., Anaconda Copper Mining Co. 

NEBRASKA: Active 7; Corporate 2; Associate 1, Total 10 

ACTIVE 

Lincoln Letton, H. P. f Barr, W. M. 

Nebraska City Jensen, M. A. | Knouse, H. V. 

Omaha \ Larmon, F. P. 

| Prince, G. T. 
[ Veatch, F. M. 
corporate 

Lincoln Lincoln City Water and Lighting Dept. 

Omaha Metropolitan Water District . 

associate 
Omaha The Refinite Co., 

NEVADA: Active 1; Corporate 1; Total 2 

ACTIVE 

Reno Campbell, G. A. 

corporate 
Reno. . . .Reno Power, Light & Water Co. 

NEW HAMPSHIRE: Active 4; Corporate 1; Total 5 



Concord Storrs, J. W. Hill Woodward, F. R. 

Hanover Holden, C. A. Manchester Mendell, J. H. 

corporate 
Nashua Pennichuck Water Works 

NEW JERSEY: Active 88; Corporate 6; Associate 9; Total 103 

ACTIVE 

a™ L*.mr. nr^ / Mickle, F. L. «„„„„„„ / Breitzke, C. F. 

Atlantic City j Vftn Gilder> L Boonton | Phillips, J. M. 
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B<>™> Brook (Sff 

Bbidqkton Fredrick, W. D. 

f Buzby, J. S. 
Burlington I Conard, W. R. 

[ Probasco, S. R. 

f Fitbian, F. S. 
Camden ] Jones, W. C. 

[ Long, J. H. 
Carney's Point. . Showell, E. B., Jr. 
Collingswood Borden, M. M. 



f Halpin, T. F. 



East Orange -j Reimer, A. A. 

[Roper, R. M. 

f Booth, L. M. 
Elizabeth ] Radcliffe, J. L. 

[Townley, D. H. 

Far Hills Tainter, F. S. 

Glen Ridge Brooks, J. E. 

Haddonpield Smith, E. H. 

Harrison Matte, H. P. T. 

Hoboken Anderson, R. M. 

Jamesburg Foersterling, H. 

f Corbin, C. K. 
Jkrsfv Hitt J Fischer, C. H. 

JERSEY OlTY... HenryjE W 

[ LaTourrette, F. 
Leonia Buswell, A. M. 

L ™ F — {Gre h e e n;F B w: 

MBRCHANTViLLE....Rudderow, M. B. 

Middlebush Mallalieu, W. C. 

Montclaih Hering, R. 

Moorestown Bishop, W. 

Morristown Pitney, F. V. 

Mt. Holly Shreve, B. F. H. 

f Connolly, F. A. 

New Brunswick. { fcis^C.H. 

IWhitlock, A. N. 
New Milford Spaulding, G. R. 



' Baldwin, H. B. 
Judson, J. W. 
Rosentretter, H. 

N^wahk fE?F h G r : a 

Scholz, R. O. 
Sherrerd, M. R. 
Woolley, J. 

n-ley....... {L^e?;?; L . 

Oak Ridge Bank, W. G. 

Passaic Hopper, W. C. 

f Abbott, H. E. 

I Cook, J. H. 

I Cuddeback, A. W. 

Paterson i Edwards, W. R. 

Reoch, A. G. 
Ryle, J. 

iWestervelt, H. I. 

Perth Amboy Mason, S. J. 

Phillipsburg Corr, A. S. 

P — D {Gavett R W K 

Pleasantvillb Herr, J. 0. 

Princeton Eldridge, H. D. 

RlDGEW00D {pheIps J ;E.'B. 

Riverton Buck, W. H. 

Roselle Park Crane, A. M. 

South Oranoe Nolan, C. P. 

Spring Lake Besselievre, E. B. 

f Bassett. C. P. 

J Kimball, F. C. 

lMcMane.W.I. 

[ Snyder, F. A. 

Trenton Daggett, F. W. 

Upper Montclair. . . .Goodell, J. M. 
French, D. W. 

W-awken Sfe E d E B. 

{ Talbott, E. 

Woodbbidge Mundy, A. 

Wrightstown Graham, G. A. 



Summit. 



corporate 

Camden Stockton Water Co., The 

Dover Dover Water Comnrs. 

East Orange. . .East Orange Board of Water Commissioners. 

Haledon Wtr. Dept. Borough of Haledon. 

Millvillb Millville Water Company. 

Trenton Trenton Waterworks. 



ASSOCIATE 

Ampere Lock Joint Pipe Co. 

P, unr ,„ J Camden Iron Works 

C/AMDEN \ Morgan B. Main 

East Orange A. P. Smith Mfg. Co. 

Jersey City . . ( Dixon Crucible Co.. Joseph 
1 sanitation Corporation 
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Newark Gamon Meter Co. 

Nutlet N. Y. Cont. Jewell Filt. Co. 

Trenton DeLaval Steam Turbine Co. 

NEW MEXICO: Active 1; Corporate 2; Total 3 

ACTIVE 

Cimarron Alpers, F. H. 

corporate 

Deming United Land & Water Co. 

East Las Vegas Aqua Pura Co. 

NEW YORK: Active 214; Corporate 18; Associate 47; Total 279 



active 



Albany. 



f Greenalch, W. 
J Horton, T. 
] Schwartz, F. W. 
[ Suter, R. 

Amsterdam { jjgg^M. 

Avon Clark, W. H. 

Batavia Carmichael, I. J. 

Bat Shore Sands, C. G. 

Bellmore Johnson, P. 

Brockport Ross, C. H. 

' Aeryns, A. N. 
Hale, F. E. 
Hendrick, W. M. 

Brooklyn \ Lott, E. H. 

Metcalf, J. T. 

Shepperd, F. W. 

Vertefeuille J. A. 

f Andrews, G. C. 

1 Bassett, G. B. 

Buffalo { Huy, H. F. 

I Spire, L. S. 
I Wagner, H. F. 

Cambridge Norton, E. B. 

Canadaigua Douglas, R. E. 

Carthage McWilliams, C. W. 

Cedarhurst Lord, F. B. 

Corning Drake, W. O. 

Cortland Maxon, G. T. 

Douglaston Brooks, J. N. 

Dunkirk Peck, W. O. 

East Rochester Babcock, G. H. 

Elmhurst Budelman, G. A. 

Elmira Jones, H. F. 

Bettes, C. R. 

Far Rockawat Durland, S. N. 

Stearns, H. P. 
f Orr A 
Gloversvillb I Vro'om'an, M. 

Herkimer Clark, A. T. 

Horseheads Bowers, S. H. 

tt / Longley, F. J. 

Hudson ( O'Hlra, M. J. 

f Chamot, E. M. 
Ithaca -j Georgia, F. R. 

( Seery, F. J. 



Jamestown Hapgood, L. P. 

Johnson Citt Allen, L. P. 

Kingston Harrison, J. H. 

Long Beach Carstein, L. W. F. 

Long Island City . . .Bleistein, B. J. 

Ltnbrook Donaldson, W. 

Manhasset Hoag, P. L. 

Medina Howell, F. B. 

Merrick Spear, W. E. 

Mt. Kisco Sawin, L. R. 

{ Havill, H. T. 
Mt. Vernon Tolles, F. C. 

[ Wolbert, H. E. 
NEwRocHELLE..{|PP i lebaum, T S : B. 

Andrews, R. E. 
Bachman, F. 
Baker, M. N. 
Baldwin, H. deF. 
Barnes, T. H. 
Beaubien, J. A. 
Beyer, A. H. 
Biggs, G. W. 
Blanchard, R. K. 
Blossom, F. 
Bowe, T. F. 
Bowles, J. T. B. 
Brightman, H. I. 
Brown, R. H. 
New York <! Brush, W. W. 
Bull, C. H. 
Bull, I. C. 
Buttenheim, H. S. 
Calvo, A. R. 
Cleverdon, W. S. L. 
Cole, E. S. 
Corbin, H. K. 
Coulter, W. S. 
Culyer, T. C. 
Cummins, T. C. 
Decrow, D. A. 
Dennett, R. C. 
Diven, J. M. 
Diven, J. M., Jr. 
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New York 



f Doman, J. 

' Donnelly, R. V. 

Duggan, T. R. 

Dunham, H. F. 

Everett, C. M. 

Ferguson, S. F. 

Flinn, A. D. 

Folwell, A. P. 

Fuertes, J. H. 

Fuller, G. W. 

Gerhard, N. P. 

Goebel, L. H. 

Gould, J. W. DuB. 

Griswold, F. M. 

Hansen, A. E. 

Hazen, A. 

Hill, N. S., Jr. 

Hoagland, I. G. 

Hodgman, B. B. 

Hoff master, G. E. 

Hogan, J. P. 

Hogeland, A. W. 

Hone, F. deP. 

Hulett, M. 

Jackson, D. D. 

Jacobs, S. W. 

Johnson, G. A. 

Johnstone, A. M. E. 

Kapoustine, T. N. 

Kienle, J. A. 

Kilpatrick, J. D. 

Klein, W. I. 

Klingberg, W. 

Knox, S. K. 

Kriegsheim, H. 

Ledden, E. M. 

McClintock, J. R. 

McKay, J. W. 

Manahan, E. G. 

Merriman, T. 

Mo wry, R. B. 

Nelson, F. B. 

O'Meara, R. J. 

Orchard, W. J. 

Pirnie, M. 

Potter, A. 

Potts, C. 

Provost, A. J. 

Purdy, J. H. 

Rodman, G. E. 

Schlavitz, A. 

Smith, J. W. 

Smith, M. H. 

Stevens, H. C. 

Taber, G. A. 

Thorsen, M. 

Tolman, M. 

Tribus, L. L. 

Tuttle, A. S. 

Vermeule, C. C. 



Rochester. 



f Walradt, A. E. 

Wells, G. M. 

New York \ Wheeler, R. C. 

Wigley, C. G. 

[ Wyckoff, C. R. 

Newark Scarth, S. 

Newburgh Gilchrist, C. B. 

fDignan, R. T. 

Niagara Falls. . •{ Furey, J. J. 

[Shepard, C. T. 

No. Tarrytown Brewton, W. R. 

No. Tonowanda Batt, J. B. 

Norwich Ames, C. F. 

Ogdensbtjrg Lord, C. H. 

Ossininq Bedell, J. 

Oswego McCaffrey, W. A. 

Port Washington. .Thompson, J. W. 

Pouqhkeepsie Sylvester, E. W. 

r, f Claflin, C. R. 

Rensselaer........ ( Hinkle ^ RL 

Amos, J. F. 

Bliven, G. H. 

Crippa, G. E. 

Fisher, E. A. 

Hopkins, C. C. 

Little, B. C. 

Matthews, I. E. 

Routh, J. W. 

Story S. B. 
. Wells, J. P. 

Rome Armstrong, R. 

a f Devendorf , E. 

Schenectady { Townsend, T. N. 

South Nyack Kendall, T. R. 

Southampton VanBrunt, W. D. 

Stapleton Volkhardt, W. 

' Apps, W. 
Booth, W. M. 

Syracuse ■) Daw, L. 

Hodgkins, H. C. 

. Smith, E. I. 
' Caird, J. M. 

Caldwell, J. H. 

Clifton, C. E. 
Troy \ Eglof, J. H. 

Knickerbacker, J. 

Mason, W. P. 
I Nial, W. A. 
Tupper Lake Bruce, T. E. 

Beck, F. E. 

Hopkins, F. C. 
Utica I Reagan, J. F., Jr. 

Sherman, R. U. 
[ Sherman, R. W. 

Voorheesville Horton, R. E. 

Wappingehs Falls 

Whitehouse. O. M. 

Waterpord Curran, H. C. 

Waterloo Kinney, H. C. 
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Watektown Ackerman, J. W. Woodhaven Luce, F. H. 

*«™» {I2fc G ci Y — {wegtan^'K '" 

CORPORATE 

Amsterdam City of Amsterdam 

Auburn Auburn Water Dept. 

Buffalo Western New York Water Co. 

Corning Corning Water Works. 

Elmhurst Citizens Water Supply Co. 

Elmira Elmira Water Board 

Glens Falls Board of Water Comnrs. 

Manhasset Manhasset-Lakeville Water Dist. 



f American Water Works & Elect. Co. , Inc. 
)7 ' --•-■-- 



Nmw Ynnir > Federal Light & Traction Co. 

JNEW YORK. . Urban Wate] . g upply Co- 

( Western Reserve Water Co. 

Owego Owego Water Works Co. 

Rochester Sea Breeze & Vicinity Water Comn. 

Sidney Sidney Water Works Co. 

Suffern Suffern Water Commissioners 

Watertown Watertown Water Works 

White Plains White Plains Dept. Public Wks. 

ASSOCIATE 
RnoniTT to / Hauck Mfg. Co. 

Brooklyn | Thomson Meter Co. 

Rttffat n S Buffalo Meter Co. 

BUFFAL0 \ Taylor Co., W. P. 

Pt „„ . / Kennedy Valve Mfg. Co. 

Elmiba \ Wyckoff & Sons Co., A. 

Long Island City Irving Iron Works Co. 

' Alberger Pump Co. 

American City 

Arnold, Hoffman & Co. 

Central Foundry Co. 

Peter Dean, Cutler-Hammer Mfg. Co. 

East Jersey Pipe Co. 

Electro Bleaching Gas Co. 

El Ingeniero y Contratista 

Engineering News-Record 

Fire and Water Engineering 

Fox & Co., John 

Gillespie, T. A. 

Hooker Electrochemical Co. 
Nbw York . . J, Kalbfleisch Corporation 

Kellogg & Co., E. H. 

Lockwood. H. S. 

Mathieson Alkali Works, Inc. 

National Meter Co. 

National Water Main Cleaning Co. 

Neptune Meter Co. 

Pacific Flush Tank Co. 

Permutit Co., The 

Pitometer Co., The 

Public Works 

S. E. T. Valve & Hydrant Co. 

United Lead Co. 

United States Rubber Co. 
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' Wallace & Tiernan Co., Inc. 
Warren Foundry & Machine Co. 
New York. . \ Water Works Equipment Co. 
Weber Subterranean Pump Co. 
. Worthington Pump & Machinery Corp 

Newburqh Coldwell-Wilcox Co. 

Palmyra Garlock Packing Co. 

Seneca Falls Gould, Norman J.. Prest. 

f Gurley,W. and L. E. 
rp„„_ J Ludlow Valve Mfg. Co. 

iR0T Rensselaer Valve Co. 

[ Ross Valve Mfg. Co., Inc. 
Waterpord Eddy Valve Mfg. Co. 



NORTH CAROLINA: Active 17; Corporate 1; Total 18 



ACTIVE 



Chapel Hill Saville, T. 

r-„.=,™™ /Booker. W. H. 

Charlotte \ Vest, W. E. 

f Fisher, L. A. 
Concord i Kluttz, F. S. 

1 Smith, O. E. 
TW D »„r fSimonds, F. W. 

DuRHAM I White, G. C. 

Eagle Springs Maurice, G. H. 



Elizabeth Citt Lewis, R. E. 

Goldsboro Grantham, CM. 

Raleigh Bain, E. B. 

fCatlett, G. F. 

Wilmington \Mamtt, McK. 

Wnmv /Allen, H. L. 

WlLS0 * 1 Gladding, R.D. 

Winston-Salem Ludlow, J. L. 



corporate 



Durham Water Works Dept. 

NORTH DAKOTA: Active 12; Honorary, 1: Total 13 

ACTIVE 



Bismarck. 



j: 

■ " I Dickinson, T. 
I Stanton, E. M. 

Devils Lake Hall, J. A. 

!?.„„,■> /Grime, E.M. 

* AHG0 \ Jacobson, R. T. 



Atkinson, T. R. Grafton Smith, K. H. 



Minot Wartchow, G. P. 

South Fargo Anders, F. L. 

Sturgis Davenport, J. J. 

University Long, A. G. 



HONORARY 

Bismarck Caulfield, J. 



OHIO: Active 51; Corporate 5; Associate 7; Total 63 

active 

Akron Dixon, G. Gale 

Canton Ohliger, L. B. 

f Boeh, W. H. 
Hill, J. W. 

Cincinnati \ Miller, C. N. 

Streeter, H. W. 
Wagenhals, H. H. 
Adams, E. S. 
Beardslev, J. C. 

C™-»- ito'ig^G.B. 
Gochnauer, H. W. 
Heffelfinger, J. M. 



Cleveland. 



Columbus. 



[Lawrence, W..C. 
I Levy. A. G. 
\ Martin, J. T. 
Quayle, L. A. 
[ Ruggles, A. V. 

Bradbury, E. G. 

Burgess, P. 

Dittoe, W. H. 

Eno, F. H. 

Hoover, C. P. 

McAlpine, A. H. 

Martin, J. C. 
, O'Shaughnessy, 
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[ Richards, A. Lorain Brown, C. A. 

Columbus -j Roberts, E. I. Massillon Inman, A. W. 

[ Waring, F. H. Newark Kussmaul, T. 

Dayton (wUlTtr r Shblbt Bricker, R. P. 

Delaware l Wes, C. W. T ™ / " Wetter i °; H - 



Dennison Romig, C. O. 

Dover Judd, W. A. _ 

VT ^, r > /Beck, H. A. Toledo. 

^ LYBIA \Tarr,C.W. 

Jreemont Mohler, B. M. 



Brown, C. 8. 
Champe, G. 
Clark, W. G. 
Giesey, J. K. 
Sherman, W. J. 



Lima Smith, E. E. v^t™«=™v™ J Clark, A. E. 

London Fisher, E. P. YoUNGST0WN ( Wilson, W. 



corporate 

Akron Akron City Water Works 

Lorain Lorain Water Works 

Marion Marion Water Co. 

v~r,™c„,«,™ / Mahoning Valley Water Co. 
Youngstown. . | Youngstown City Water Department 

associate 

f Bourbon Copper & Brass Works Co. 
Cincinnati . . \ Jarecki Chemical Co. 

[ McGowan Co., The John H. 

f Farnan Brass Works Co., The 

Cleveland ] Glauber Brass Mfg. Co. 

( United Brass Mfg. Co. 
Findlat Buckeye Traction Ditcher Co. 



OKLAHOMA: Active 2; Total 2 



ACTIVE 

B artlesville Brua, E. G. 

Miami Green, T. L. 

OREGON: Active 5; Corporate 1; Total 6 

active 

Hillsboro Gates, H. V. f Clarke, D. D. 

Marshfield Corey, R. H. Portland \ Randlett, F. M. 

[ Willard, E. C. 

CORPORATE 

Portland Dept. of Public Utilities 

PENNSYLVANIA: Active 122; Corporate 9; Associate 22; Total 153 

ACTIVE 

Altoona Campbell, C. B. Bristol Roberts, J. S. 

Ambler Devine, W. J. Bkookville Bayer, F. D. 

Aspinwall Drake, C. F. Bryn Mawr Ramsey, W. H. C. 

Beaver Falls. . Taylor, J. T. Carlisle Faller, C. 

Berwick Hicks, J. S. Chambersburg McGrath, F. R. 

Bethlehem I shi P man > E - H - Chester ' Bpynton, P. 

isethlehem | Watters. G. L. Chester ^ Champion, R. B. 

Boston Hudson, L. 
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Ci v a ritiitt n / Hess ' E< W - 

Clearfield | Nevling, J. B. 

Columbia Meyers, A. H. 

Cooperstown Crawford, H. C. 

Cobrt Brown, R. W. 

Dabby Boyle, E. C. 

Doylestown Bishop, W. 

East Pittsburgh Holmes, A. G. 

Easton Racier, R. P. 

R f Dunwoody, J. H. 

tRIE \ Gensheimer, G. C. 

Florin Nissly, E. L. 

Gebmantown Corin, M. F. 

Grfibhsrttro f Spencer, C. A. 

Ubeensbubg j Smith. L. B. 

f Craig, R. H. 
I Crane, J. L. 
] Daniels, F. E. 

Habbisbubg -| Emerson, C. A. 

Gannett, F. 
Hassler, S. F. 
Knisely, J. H. 
Hazleton McGechen, D. J. 

'<" {^kts 11 :^ 6 - 

Lancaster Will, C. K. 

Lehighton West, G. M. 

Lewiston Cooper, S. W. 

McKeespobt Trax, E. C. 

Meadville Ellsworth, H. 

Monessen McCabe, H. D. 

Muncy Thompson, W. H. 

New Castle Russell, C. A. 

Nobth East Leet, J. N. 

Norwood Hartley, G. H. 

Oil City Welker, J. E. 

Bartlett, N. E. 

Bean, G. L. 

Birkinbine, C. P. 

Boardman, W. H. 

Buerger, C. B. 

Davis, C. E. 

Dunlap, F. C. 

Grayson, T. J. 

Gushee, E. G. 

Haydock, C. 

Hoidredge, L. I. 

Kneen,A. H. 

Ledoux, J. W. 

Lightfoot, J. C. 

McCaleb, W. B. 

McCrudden, D. A. 

Manz, L. C. 

Nichols, E. M. 

Russell, N. F. S. 



Philadelphia. 



Philadelphia.. • 



' Saunders, W. E. 
Siddons, J. V. S. 
Stone, R. D. 
Suttle, C. B. 
Tarr, H. G. H. 
Tolson, A. 
Trautwine, J. C. 
Van Loan, S. M. 
Walker, I. S. 
Wood, E. R., Jr. 
Wood, W. 
' 'Baton, W. U. C. 

Chester, J. N. 

Collins, P. O. 

Finley, C. A. 

Hopkins, F. N. 

Hutton, H. L. 

Knowles, M. 

Leopold, F. B. 

Mellon, T. A. 

Rees, S. P. 

Scharff, M. R. 

Shepherd, A. B. 

Speller, F. N. 
[ Taylor, S. A. 

Pottsville Pollard, W. D. 

Punxsatawney Kendig, R. B. 

Born, W. P. 



Pittsburgh. 



Reading. 



Cox, H. F. 

Dechant, W. H. 

Nuebling, E. L. 
. Wells, E. K. 

Scbanton Taylor, G. R. 

Shamokin McWilliams, C. Q. 

Sharon Readshaw, G. A. 

State College ....{fftgf £ fe 

Sunbuby Rohrbach, W. R. 

Swabthmobe Alleman, G. 

Vandegbift Horn, J. F. 

Wayne Pugh, M. R. 

Wilkes-Barre Lance, J. H. 

Wilkinsburg {gawley.W.C. 

f Keliher, T. 

Williamsport 1 Krause, M. C. 

I Wilhelm, E. G. 

Willow Grove Goentner, W. B. 

Womelsdorf Filbert, W. D. 

f Graff, C. W. 

York \ Graff, G. W. 

i Kable, E. P. 



CORPORATE 

Eagles Mere Eagles Mere Water Co. 

Easton South Easton Water Co. 

Erie Commissioners of Water Works 



Philadelphia . . 
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Milton White Deer Mountain Water Co. 

Mount Carmbl Mount Carmel Water Co. 

Reading Bureau of Water 

Scranton Scranton Gas & Water Co. 

Verona Suburban Water Co., The 

Williamsport Williamsport Water Co. 

associate 

Berwick Multiplex Mfg. Co. 

Bradford Dresser Mfg. Co., S. R. 

East Pittsburgh Pittsburgh Meter Co. 

Emaus Donaldson Iron Co. 

Erie Hays Mfg. Co. 

Linpield Sanitary Co. of America, The 

American Manganese Bronze Co. 

American Pipe & Construction Co., The 

Felix, Samuel P., Dravo-Doyle Co. 

Larner, Chester W., Prest. 

Leadite Co., Inc. 

Lennig & Co., Charles 

Pennsylvania Salt Mfg. Co., The 

Roberts, Charles V., Prest. 

Simplex Valve & Meter Co. 

United States Cast Iron Pipe & Foundry Co. 

Wood & Co., R. D. 

f Dravo-Doyle Co. 
Pittsburgh J Pittsburgh Filter & Eng. Co. 

Pittsburgh j Pittsburgh-Des Moines Steel Co. 

[ Pittsburgh Testing Laboratory 
Williamsport Darling Valve & Mfg. Co., The 

RHODE ISLAND: Active 3; Associate 1; Total 4 

ACTIVE 

Bristol Jones, J. M. 

Providence Richardson, C. G. 

Woonsocket Mills, C. W. 

associate 
Providence . . Builders' Iron Foundry Co. 

SOUTH CAROLINA: Active 3; Corporate 1; Total 4 

ACTIVE 

Columbia Wyse, F. C. Union Easterling, R. A. 

Greenwood Cothran, T. W. 

corporate 
Charleston Comnrs. of Public Works 

SOUTH DAKOTA: Active 3; Total 3 



active 

Sioux Falls Connor, F. J. 

Sturgis Davenport, J. J. 

Winner Malven, C. F. 
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TENNESSEE: Active 12; Corporate 2; Associate 3; Total 17 

ACTIVE 

Chattanooga Lofton. H. M. ,, /Kimmel, J. G. 

Cleveland Newton, S. D. MEMPHIS \ Stromquist, W. G. 



Dyersburq Blakeman, S. R. 

Jackson Wilson, P. M. Nashville. 

Knoxville Switzer, J. A. 



Beyer, G. 
Harrub, C. N. 
Treanor, P. W. 



Maeyville Rhynus, C. P. Springfield Shawver, G. B. 

corporate 

Columbia Columbia Water & Light Co. 

Memphis. . .Memphis Artesian Water Dept. 

associate 

Chattanooga Columbian Iron Works 

Knoxville Savage Co., W. J. 

Memphis Layne & Bowler Co. 

TEXAS: Active 12; Corporate 2; Total 14 

active 

. omM / Bernhagen, L. O. Fort Worth Eldredge, G. 

AUSTIN \ Norris, J. A. Houston Martin, A. M. 

Cuerto Johnson, H. E. Longview Roberts, H. N. 

n / Elrod, H. E. Marshall Myers, B. F. 

" ALLAS \ Rosenthal, H. Port Arthur Ridley, C. E. 

El Paso French, P. E. San Antonio Harding, R. J. 

corporate 

Temple Temple Water Works 

Waco Waco Water Works 

CJTAH: Active 1; Corporate 1; Total 2 

ACTIVE 

Salt Lake City Cannon, S. Q. 

corporate 
Salt Lake City Salt Lake City Water Dept. 

VERMONT: Active 2; Total 2 

active 

Bennington Ayres, J. H. 

Burlington Moat, C. P. 

VIRGINIA: Active 19; Corporate 3; Associate 2; Total 24 

ACTIVE 

Charlottsville Carter, CD. f Bliven, C. H. 

Danville Talbot, F. Norfolk i Decker, D. A. 

E. Falls Church Hough, L. C. [ Taylor, W. H. 

Hampton Dishner, P. J. Petersburg Bunting, P. G. 

( DeMott, C. L. f Boiling, C. E. 

Lynchburg < Perrow, M. G. j Enslow, L. H. 

[ Wagner, R. F. Richmond I Claiborne, H. A. 

Nfwport Nfws / Livezey, W. B. Davis, E. E. 

i\ ew port JN ews . . . j Manville; F> D- y Messer, R. 

Roanoke Powers, .1 . 
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CORPORATE 

Alexandria Alexandria Water Co. 

Fredericksburg City of Fredericksburg. 

Roanoke Vinton-Roanoke Water Co. 

ASSOCIATE 

T „„ __„ / Glamorgan Pipe & Foundry Co. 

Lynchburg. . . | Lynchb * rg F< £ ndry Co . 



WASHINGTON: Active 7; Corporate 1; Total 8 

ACTIVE 

Chelan Harper, L. V. Spokane Harding, G. 

Everett Klapp, C. F. r r .„„. f Everette, W. E. 

Hoquiam Heermans, H. C. x AC0MA \ Roberts, W. J. 

Seattle Jacobs, J. 

corporate 
Spokane Superintendent Water Division 

WEST VIRGINIA: Active 8; Total 8 

ACTIVE 

BLUBMBLD fDa^on^C: ^arksburg { H$iaVs. G. 

Charleston ■[ Tisdale, E. S. Moundsville Hetzer, M . 

(.Wardle, A. M. Wheeling Moore, J. A. 

WISCONSIN: Active 21; Corporate 2; Associate 4; Total 27 



ACTIVE 



Beloit Lyons, B. F. 

Janesville Griffey, H. A. 

Kenosha Brennan, B. C. 

f Baker, C. M. 
»„ Mead, D. W. 

MAW80N Miller, W.E. 

1 Smith, L. A. 

IBenzenberg, G. H. 
Bohmann, H. P. 
Engh, H. M. 
Ferebee, J. L. 



' Greutzmacher, C. S. 

Hatton, T. C. 
Milwaukee . . \ Murphy, F. J. 

Sando, W. J. 

Strothman, L. E. 
Oshkosh Maddock, R. A. 

s™ {fesaS^.V- 

Waukeshaw Hayford, B. B. 

West Allis Prochnow, H. O. 



CORPORATE 

Green Bay Green Bay Water Co. 

Fond du Lac City Water Dept. 

ASSOCIATE 

f Allis-Chalmers Mfg. Co. 

n, .„„„„ I Badger Meter Mfg. Co. 

Milwaukee. Blan 4 ton) G . j v chain Belt Co. 

1 Richardson-Phenix Co., The 
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WYOMING: Active 3; Total 3 

ACTIVE 

Cheyenne Carlisle, C. C. Rock Springs.. 

Lusk Gray, R. F. 



.Bell, D. V. 



CANADA: Active 92; Corporate 11; Associate, 6; Total 109 



Brandon, Man Shaw, A . W. 

Frank, F. W. 

Brantford, Ont \ Webster, D. L. 

[Wilson,N.M.R. 

Chatham, Ont •. . .Adams, F. P. 

Edmonton, Alta Owens, R. 

Elmira, Ont Bowman, A. M. 

n..~ r»„™ / Cowan, P. H. 

Galt > 0nt ( Fairchild, W. H. 

Grimsby, Ont Bromley, C H. 

Kitchener, Ont Michel, B. G. 

Lindsay, Ont Hammond, W. H. 

London, Ont Hodkinson, T. 

Macdonald College, Que., 

Stephen, C. 

Merriton, Ont Clark, R. 

f Cousineau, A. 

Dorrance, F. Y. 

Field, F. E. 

Francis, W. J. 

Hale, C. 

Hunter, H. G. 

Laberge, F. C. 

Lafreniere, T. J. 

Laurie, E. 

Lea, R. S. 

Leclerc, P. 

Lesage, T. W. 

Leslie, J. 
Montreal, Que. \ McCrady, MacH. 

McKechnie, F. D. 

Meadows, J. O. 

Mercier, P.-E. 

O'Neil, J. W. 

Perry, W. 

Pitcher. F. H. 

Plamondon, A. 

Ross, R. A. 

Scofield, C. L. 

Surveyor, A. 

Terrault, H. A. 

Tremblay, J. 
I Ward, C. M. 

Niagara Falls, Ont Warder, C. 

North Montreal, Quebec, 

Drinkwater, E. 
Oak Bay, B. C Blair, McC. P. 



Orillia, Ont Starr, R. W 



Ottawa, Ont. 



f Clarke, C. I. 

J I" ~ " ~ 



McRae, J. B. 

Macallum, A. F. 
{ MacDonald, W. E. 

Outrbmount Duchastel, J. A. 

Perth, Ont Smith, R. J. 

Quebec Casgrain, C. P. 

Regina Sask JFarrell, J. W. D. 

KEGINA, bASK. . . . | Mackeyi J M 

Renfrew, Ont Stewart, R. J. 

St. Catharines, Ont Milne, A. 

St. Mary's, Ont Stephen, D. R. 

St. Stephens, N. B Laflin, A. A. 

Sarnia, Ont Hall, H. F. 

Saskatoon, Sask Nixon, H. C. 

Sherbrooke, Que McKeown, E. 

Strathroy, Ont Smithrim, E. R. 

Temiskaming, Que. .Grimmer, A. K, 
[Angus, R. W. 

Berry, A. E. 

Chipman, W. 

Conway, G. R. G. 

Dallyn, F. A. 

Fellows, C. L. 

Gaby, F. A. 

Gordon, J. P. 

Gorej W. 

Toronto,Ont. K 8 rd R N°j. 

Mylrea, A. J. 

Randall, W. H. 

Redfern, W. B. 

Routledge, G. G. 

Rust, C. H. 

Salmond, J. J. 

Sanderson, A. U. 

Storrie, W. 

(Wynne-Roberts, R. O. 

Transcona, Man. . .McGibbon, W. S, 

Walkerville, Ont Brown, C. D. 

Waterloo, Ont Schiedel, C. W. 

w.™„ r>„„ / Hanna, D. McL. 

Windsor, Ont.. . { Hende ; s0I1) C . E . 

f Ruttan, H. N. 

Winnipeg, Man j Scott, W. M. 

( Stainton, H. 



CORPORATE 

Brantford, Ont Brantford Water Commissioners 

Galt, Ont Public Utilities Commission 
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Grand Mere, Que Grand Mere Water Bd. 

Kitchener, Ont. Kitchener Water Comn. 

London, Ont Public Utilities Commission 

Peterborough, Ont. ..Peterborough Utilities Commission 

Preston, Ont Preston Light & Water Co. 

Sault Ste. Marie, Ont City Water & Light Co. 

St. Thomas, Ont St. Thomas Water Commissioners 

Welland, Ont Board of Water Comnrs. 

Winnipeg, Man Greater Winnipeg Water Dist. 

associate 

,. „., r.„„ [Francis Hankin & Co. 

Montreal, Que ( Jemdng BrQg Ltd 

Ottawa Godfrey B. Green, Genl. Mgr. 

f Canadian Engineer, The 
Toronto, Ont ] Hugh MacLean, Ltd. 

[ Neptune Meter Co. 



FOREIGN: Active 55; Corporate 1; Associate 2; Honorary 1; Total 59 



ACTIVE 



ARGENTINA: 
Bahia Blanca Anthony, C. 



[ Figini, A. 
J Lasso, A. F. 



Buenos Aires.... i Paitovi) A . 

[ Raffo, B. 
AUSTRALIA: 
r, f Henderson, C. B. 

Brisbane { Peart, J. 

f Neylon, CM. B. 
Melbourne. . . { Ritchie. E. G. 

1 Sutherland, I. M. 

Newcastle Ewing, J. 

Perth Trethowan, H. C. 

Port Augusta . . Saunders, F. W. T' 

BOLIVIA 
LaPaz Gunning, H. 

BRAZIL: 

Sao Paulo Pedroso, A. M. 

B. W. I. Kingston, Jamaica, 

Walker, W. J. 

CANAL ZONE: 
Balboa Heights.. {Bunker^C. 

Cristobal Dunn, W. C. 

CENTRAL AMERICA: 

San Salvador Klein, F. 

CHILE: 

SAN ™° {fe, L G. 

CHINA: 

Shanghai Porier, G. 

Tientsin Tuckey, W. R. T. 



CUBA: 

Camaguey Pradas, A. C. 

I Cosculluela, J. A. 

H — Kinez A C S E. 

[ Montoulieu, H. J. 

DENMARK: 

Copenhagen Jarvis, A. C. 

ENGLAND: 

Bbxhill-on-Sea King, C. P. 

Birmingham Dixon, F. J. 

Hereford Race, J. 

L ™ {irrsii: 

FRANCE: 

Nancy Cavallier, C. 

HAWAII: 

Honolulu {Sg^f * 

INDIA: 
Bombay Bhagwat, S. R. 

IRELAND: 
Wexford Wickham, J. T. 

JAPAN: 
Osaka Sawai, J 

Tokyo / Inoue » S. 

10KY0 \ Nishioeda, S. 

MEXICO: 

Guadalajara Blake, C. H. M. 

PHILLIPINE ISLANDS: 

Manila Gideon, A. 
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RUSSIA: SWEDEN: 

Moscow Simin, B. N. Stockholm von Greyerz, W. 

Zarskoe Selo Timinoff, V. E. „„„ „,,,, . „„ 

„ r ^ mT ,„ n SWITZERLAND: 

SCOTLAND: Geneva Longley, F. F. 



Aberdeen Mitchell, G. 



TURKEY: 



Ross-Shire Mcintosh, W., Jr. ^xuv^i. [Bedell AS 

STRAITS SETTLEMENTS: Constantinople. . j Woodg ^ jj £ 

Singapore Tomlinson, S. 

corporate 
AUSTRALIA: 

Sydney. .Metropolitan Bd. of Water Sup. & Sewage 

associate 
INDIA: 

Calcutta Coubrough, A. C. 

SCOTLAND: 

Glasgow Stewarts & Lloyds 

honorary 
JAPAN: 

Tokyo Nakajima, Y. 
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SUMMARY BY STATES 



Active 

Alabama 7 

Arizona 4 

Arkansas 2 

California 44 

Colorado 11 

Connecticut 18 

Delaware 3 

District of Columbia 10 

Florida 9 

Georgia 14 

Idaho 4 

Illinois 92 

Indiana 24 

Iowa 47 

Kansas 5 

Kentucky 13 

Louisiana 8 

Maine 17 

Maryland 21 

Massachusetts 48 

Michigan 39 

Minnesota 47 

Mississippi 5 ■ 

Missouri 39 

Montana 7 

Nebraska 7 

Nevada 1 

New Hampshire 4 

New Jersey 88 

New Mexico 1 

New York 213 

North Carolina 17 

North Dakota 12 

Ohio 51 

Oklahoma 2 

Oregon 5 

Pennsylvania 122 

Rhode Island 3 

South Carolina 3 

South Dakota 3 

Tennessee 12 

Texas 12 

Utah 1 

Vermont 2 

Virginia 19 

Washington 7 

West Virginia 8 

Wisconsin 21 

Wyoming 3 

Canada 92 

Foreign 55 

1303 

Last report 1177 

Gain since April 1, 1920 126 
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GEOGRAPHICAL DISTBIBTJTION OP MEMBERSHIP 133 

SUMMARY OF MEMBERSHIP BY DISTRICTS 

g e S g -3 S 

8 § § fe-8 l"S fc ~ 

<3 S SSS<5w ft 3 ^o 

1 Canada 92 11 6 109 

Connecticut 18 1 2 21 

Maine 17 17 

Massachusetts 48 6 54 

Michigan 39 5 1 45 

New Hampshire 4 1 5 

Rhode Island 3 14 

Vermont 2 2 

Wisconsin 21 2 4 27 244 20 20 284 

2 New York 213 18 47 278 213 18 47 278 

3 Delaware 3 14 

New Jersey 88 6 9 103 

Pennsylvania 122 9 22 153 213 15 32 260 

4 Illinois 92 4 20 116 

Indiana 24 3 2 29 

Ohio 51 5 7 63 178 12 29 208 

5 Alabama 7 12 10 

Arkansas 2 2 4 

District of Columbia 10 10 

Florida 9 9 

Georgia 14 14 

Kansas 5 5 

Kentucky 13 4 17 

Louisiana 8 2 10 

Maryland 21 2 23 

Mississippi 5 5 

Missouri 39 4 1 1 45 

North Carolina 17 1 18 

Oklahoma 2 2 

South Carolina 3 1 4 

Tennessee 12 2 3 17 

Texas 12 2 14 

Virginia 17 3 2 22 

West Virginia 8 8 204 24 8 1 237 

6 Arizona 4 4 

California 44 7 1 52 

Colorado 11 1 12 

Idaho 4 4 



134 AMERICAN WATER WORKS ASSOCIATION 

SUMMARY OF MEMBERSHIP BY DISTRICTS— Continued 
1 I fe 1 .■§ S 

Iowa 47 4 51 

Minnesota 47 1 48 

Montana 7 1 8 

Nebraska 7 2 1 10 

Nevada 11 2 

New Mexico 12 3 

North Dakota 12 1 13 

Oregon 5 1 6 

South Dakota 3 3 

Utah 11 2 

Washington 7 1 8 

Wyoming 3 3 

Foreign 55 1 2 1 59 259 22 5 2 288 

Total 1303 111 141 3 1558 



